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LEAVES NO RESIDUE 
Security Wax hardens quickly and 


may be withdrawn from cavity 

without distortion. It burns out of 

; the mold completely and /eaves 

ke aoe ee no residue. A trial will convince 

chip, flake or drag. Complies with you of its excellent carving quali- 

A D A specification No. 4. ties and reveals why Security is so 
Price per box 


6 boxes popular ; 


12 boxes 
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Dentistry is } 


It must be. Dental knowledge and skill alone cannot make a living 
for a dentist and his family. To turn his services into dollars, the 
dentist must build a practice and make it pay, and building and 


managing a practice is very much like building and managing a 


business . . . The dentist must “sell” and hold patients just as 
a businessman sells and holds customers . . . He must figure 
costs, set fees, collect accounts, and pay taxes . . . He must be 


alert to proposed legislation affecting his practice and income 
.. . He must be a responsible member of his group and know what 
his colleagues are thinking and doing. 

That is why he is vitally interested in such subjects as practice 
management, patient relationships, patient education, dental eco- 
nomics, social legislation, and current trends of dental thought 


and opinion. That is why he reads and values Oral Hygiene—the 




























profession and business 






g one magazine in the dental field that gives major attention to 

e just these subjects. 

d Your advertisements are an integral—and valuable—part of 

t the magazine, for the dentist needs and uses the advertising sec- 

. tion as well as the text section of Oral Hygiene. He is anxious to 
e learn about new and improved products. If you can show him 

e how to improve the quality of his work, how to save precious 

7 minutes of productive time, or how to cut dollars or cents from 

t his production costs, you may be sure of his quick interest and 


response to your advertisements in 
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Today. due to Konformax Rebase, treatment dentures 
produce a feeling of comfort and snugness not possible 
with any other temporary or permanent lining. 


Konformax Rebase, is truly a treatment material. It 
provides the partial or full mouth denture with tiny 
cushions that protect tender or traumatized tissue. It 
prevents formation of sore spots and assures a 
comfortable fit. Patients masticate without discomfort 
and in addition there is decreased alveolar absorption 
due to freedom from tissue irritation. 


When selecting a denture lining. please remember 
that Konformax Rebase does NOT burn the mouth, 
cause dehydration or become hard and brittle. 


Write for descriptive literature 


KONFORMAX DIVISION OF PERMATEX COMPANY, INC. 
Brooklyn 29, N Y., U. S. A. 
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NUMBER 313 


TONY AND OSCAR 


99 


“‘How AM I DOIN’? 
would like to have answered now and then. Magazines are like 


is a question almost every human being 


that, too—including this one. ORAL HYGIENE questions cross. 
section groups of readers month after month—has been doing 
it religiously for many years. Each month, dentists in several 
states are asked about the current issue’s articles and depart- 
ments. The replies are studied by the editors for future guidance, 
It’s a simple system, but it works. 

One reason why it does is that readers are mighty frank. It is 
easy to tell that they are not apple-polishing when they say they 
like certain articles or departments—because the same men are 
not a bit reluctant about scribbling a big “No” alongside ques- 
tions about other features. Nobody can please everybody all the 
time; it’s the average that counts. A questionnaire that reports 
varying degrees of enthusiasm for several features in an issue 
may denounce, for example, the department “So You Know 
Something About Dentistry!” Other answers in the same mail 
may give it three cheers. 

This difference of opinion is just as it should be. It doesn't 
discombooberate the editors—just so the percentage of approval 
stays high enough. 

Sometimes readers fill up margins with lengthy comments— 
1166 
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sometimes they write letters because margins aren’t big enough 
for what they want to say. One reader, whose questionnaire came 
in the other day (from Rosalia, Washington), indicated special 


. encern for patients in the lower brackets. The doctor personi- 


. a 


» McCarthy — the  doctor’s 


, 





fed this patient-group as “Tony.” Commenting on one of our 
recent articles about duking up the reception room, he said, “I 
wonder where Tony’s going to sit.” He wondered about Tony 
again when he read an article on teaching patients the value of 
professional services. And evidently thinking of the Tony-type 
in the profession itself, he asked, ““Where’s Tony’s picture?” 
when he looked at Howard Hartman’s “Portraits and Profiles” 
photo spread. The Rosalia reader’s comments about Tony are 
worth thinking over. Incidentally, answering the question about 
the CoRNER he scribbled on the dotted line, “I thought Mass 
died.” 

In responding to a recent 
questionnaire, Doctor L. E. 
Duncanson of Hobart, Okla- 
homa, commented on den- 
tists’ hobbies. He sent along 
some photographs, not of 
Tony but of Oscar, who is 
Doctor Duncanson’s Charlie 


many hobbies include ventril- 
oquism. “Dentistry gets a lit- 
tle dull without a hobby,” he 
said. He has developed an act 
that runs for an hour and, 
along with Oscar, includes 
chemical magic, sleight-of-hand, and various other stunts. 
Doctor Duncanson has entertained groups all over Western 
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Oklahoma, in schools and churches and at conventions. Fond 
of kids, he loves to have them for an audience. As long ago 
as 1906 his act netted him enough to pay his dental school 
expenses at Kansas City. 

““A hobby keeps you young—try one,” he suggested. But he’s 
been wondering if he himself doesn’t have too many hobbies, Be. 
yond Oscar and the magic act, in some of his free time he goes 
in for plastics, and fishing. Down in Oklahoma, fishing is good, 
Doctor Duncanson sent a photo of a recent catch, seven hefty 
big-mouth bass. He invited ORAL HycreneE folks to come on 
down and try to hook some. 

Another questionnaire recently returned by Doctor H. Shir. 
ley Dwyer, director of the dental services division of the New 
Hampshire State Board of Health, told of his conducting a den. 
tal column which the Board syndicates without charge to New 
Hampshire newspapers. OrAL HycIeENne articles sometimes fur- 
nish ideas for it. In a supplementary letter, Doctor Dwyer told 
me, “That the power of the press is assisting to put over a public 
health program is being thoroughly and satisfactorily demon- 
strated in this state. A poll by one of the papers showed that 85 
per cent of the readers were reading my column. I feel that more 
. of this sort of thing should be carried on by the dental profes- 
sion.” Right. But the columns have to be good. Doctor Dwyer’s 
certainly are. Incidentally, another fine dental column is Doctor 
Floris van Minden’s, running in The Chicago Sun. He recently 
reviewed an ORAL HYGIENE article. 

Doctor Dwyer looks after most of the other public-relations 
work of the Board of Health, and he’s been taking care of pub- 
lic relations for the New England Health Institute, too. Last 
month, the Institute was putting on a big meeting of health and 
education workers at the University of New Hampshire in Dur 
ham. 
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. DURALLIUM cast restorations 


Cases you send your qualified Durallium 
laboratory are handled with care. 

Painstaking attention is devoted to 

your instructions and to every phase of 
surveying and designing . . . and the Durallium 
process permits full expression of a 


technician's abilities. 


Durallium laboratories must meet rigid 


requirements as to standards of craftsmanship 


You are thereby assured that the services they 


render are worthy of your professional skill. 


, DURALLIUM products corp. _rstasusuen i936 





225 WORTH WABASH AVENUE > CHICAGO I, ILLINOIS 
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S. S. White Casting Gold No. 3 is also indicated for inlays, 4 9 
crowns, abutments and bridges when margins need not be bur. § 
Containing a high percentage of platinum, Casting Gold No.3 § 
is of rich gold color; flows beautifully and gives good, dense §— 
castings free of pits, blowholes, etc. It is strong, tough and ductile; 
particularly susceptible to heat treatment for additional hardness 
and strength; doesn’t develop accidental brittleness in slow 
cooling; and is not subject to distortion during mastication. § 

Being formulated with the utmost care and precision, Casting — 
Gold No. 3, like all other S. S. White Golds, is standardized for § 
color, karat, weight and working qualities. Uniformity of pro — 
duction assures dependable results. | 


THE $. $. WHITE DENTAL MFG. CO., PHILADELPHIA 5, PA. 
“Over a Century of Service to Dentistry” 











An extra hard gold es- 
pecially recommended 
for one-piece or assem- 
bled partial denture 
castings, clasps and 
bars. 





PHYSICAL PROPERTIES 


Melting Range: 1584°——1761° F. (862°—960° C.) 
enched ooled 
Ultimate. Tensile Strength 65,300 
Proportional Limit 41,600 
% Elo ion (2” gage length) a 
145 


Brinell dness 


ORDER A SUPPLY FROM YOUR SALESMAN TODAY 





GREATER CAPACITY—Mi 
EFFICIENT : . 


PERFECTLY. BALANCED— _ 
FINGERTIP CONTROL— 
NO FLOATING 


BOTH FLOOR AND W. 
MOUNTED a 


NO FRICTION—NO DEAD 
CENTER 


16 STEPS. EASILY ADJUSTABLE 
FOR BOTH 10 MA—65KVP FOR © 
STANDARD TARGET DISTANCE 
AND 13—15 MA—75 KVP FOR 
LONG CONE TECHNIC 


RITTER-BUILT, LIGHT, SILENT, 
ACCURATE | 
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SAFE—ELECTRICALLY » MECHANICALtY 
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GUARANTEED FOR ONE YEAR- 
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From every angle in fine dentistry there is no substitute for gold 





FUNCTIONALLY, gold alloys lend th Ives to the highest degree of casting 
accuracy for better fitting cases. They respond to heat treatment for strength 
... yet, they retain resiliency and “give” to coordinate with natural muscle 
movement without risk of abrasion damage to abutment teeth. 


ESTHETICALLY, gold has no superior in delicate beauty and fineness of unobtrusive 
detail. The color range is broad so that gold partials can be made to match 
existing inlays. 


AND THE PRICE OF GOLD? The best is always worth more. Yet, balance the slight 
extra cost of material against the saving in chair time . . . against the speed 
and ease with which you can make adjustments in your own office ... and 
you will find that, in truth, gold is not expensive to you or to your patient. 
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. Happy carefree days for prosthetic patients. * When 
a quality denture adhesive is indicated prescribe 


CO-RE-GA. * The Perfect Adhesive for Dentures. 


Mail this coupon for your supply of professional samples 


PLEASE SEND FREE SAMPLES FOR PATIENTS 
Dr. 
: 
O-RE-GAI® \ 
NOT ADVERTIS® é COREGA CHEMICAL COMPANY 
TO THE pUB hig, ele ST. CLAIR AVENUE, N.W. «© + CLEVELAND 13, OHIO 


wiLsows care connotes 





COREGA CHEMICAL COMPANY 


208 St. Clair Ave NW Cleveland 13. Ohio 
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‘VINCE’. a pleasantly flavored 

preparation, contains 96°. sodium perborate, 

3°o magnesium trisilicate and 1°o calcium 
phosphate; the sodium perborate releases not less 


than 9 of its own weight in oxygen 


eM oleh Zola y oats ai cmmolaMeselol ial olatr ta) 
a paste: mix with a little water 


a mouthwash: dissolve in water 


VINCE’ ts supplied in packages 
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THOROUGH MOUTH HYGIENE 


Two bristle heads placed at PROPER 
ANGLES to the upper and lower gum 
makes GUM-LINE function for: 


-.- FHOROUGH CLEANING of teeth, including 
indented cervical zones. 


-.-»- HEALTHY STIMULATION of gums, with 
non-irritating results. 


- EFFICTENT APPROACH to lingual gingival 


. EFFECTIVELY DISCOURAGING gingivitis 


and its attendant complications. 


“The BEST toothbrush ever to pass through our 
laboratory tests” is the verdict of a rigid New York 
testing bureau! NOW YOU CAN make your own 
test! Discover the outstanding merits of the GUM- 
LINE Toothbrush! Send for your Pro- 
fessional Courtesy Brush at 25c each 
(Retails for 69c). Only two to each office. 


HARMONIOUS POS. 
TERIOR LINGUAL AD. 
APTATION. This func- 
tional gum angle is 
constant through- 
out all mouth tissues. 
Horizontal positioning 
of brush simplifies IN- 
SIDE mouth problems! 


CERVICAL HYGIENE, INC. ‘new torn is. sy 
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what bulk more gentle 
than liquid? 










SAL HEPATICA, by simple osmosis, \ 
increases the bowel’s liquid content; fecal 
residue is softened, and gentle fluid 


bulk encourages physiologic peristalsis. 


The degree of activity of this balanced 


saline is easily controlled by dosage. 
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For gentle yet speedy relief prescribe 
A Professional product of BRISTOL-MYERS COMPANY 
19 West 50th Street New York 20, N. Y. r 
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Yes, experience is the best teacher in smoking too! 


T WAS their experience during the wartime short- 
) tom which taught people the big differences in 
cigarette quality. So many more 
smokers came to prefer Camels as 
a result of that experience that 
now more people are smoking 
Camels than ever before. But, no 
matter how great the demand, we 
don’t tamper with Camel quality. 
Only choice tobaccos, properly 
aged, and blended in the time- 
honored Camel way, are used in 
Camels. 


According to a recent Nationwide surogy: 


More Doctors SMOKE CAMELS 


&. J. Reynolds Tobacco Company, Winston-Salem, N.C. than any other cigarette 
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From an old print— Bettman Archive 


Made with 114 years 


of pharmaceutical know-how 
by McKesson & Robbins, Inc., 


Bridgeport, Connecticut. 





When you had to have 
"pull to be a dentist 








Way back in the 19th Century, when den- 

tistry was still in the “strong-arm” stage, 
McKesson & Robbins was already established as a 
reputable pharmaceutical firm. 

In 114 years we’ve acquired plenty of know-how 
about the making of fine drug products . . . which is 
why, today, Calox Tooth Powder is as good a denti- 
frice as can be made . . . a gentle and efficient cleans- 
er... an excellent polishing agent. 

Calox has a pleasant, refreshing flavor, too, which 
encourages regular use—especially by children. 

Next time a patient asks you to suggest a reliable 
dentifrice, we hope you'll remember Calox . . . be- 


cause you can recommend Calox with confidence. 


cALox tooth powder 











Iteco’s 
Impression 


Cream 


Revolutionary in Results. Unequaled by Any Other 
Type of Impression Material for Full Dentures and 
Relines. 


] 
2 


Mixing and impression completed in 4 to 5 minutes. 

Mixes into a beautiful, smooth, creamy consistency in 30 
seconds. 

Takes an accurate impression inside old dentures for relin- 
ing and duplicating. 

Can be used as a wash over compound or wax snap impres- 
sions and can be muscle trimmed. 


(a) Can be used to obtain tissue compression. 
(b) Can be mixed softer to eliminate tissue compression. 


Reproduces an accurate smooth cast. 


Assures comfortable, accurate fitting dentures with a mini- 
mum of soreness. 


Economical to use. 


FOR PATIENT’S COMFORT, FOR ACCURACY, TIME SAV- 
ING, AND SATISFACTION OF THE OPERATOR, YOU 
CANNOT OBTAIN A BETTER IMPRESSION MATERIAL 
THAN ITECO’S IMPRESSION CREAM. 


TRY IT TO PROVE IT. 


ITECO 


Dental Manufacturing Company 
2009 N. Killingsworth St. 
Portiand 11, Oregon 


ITEOO DENTAL 
mre te 
sf 


eeatienme. pee 








Angry waves incessantly battering the rocky coast 
of Maine. Heat and cold and rain, the destructive 


elements continue to beat upon this steadfast coast 
year after year — and little is the physical change. 
IT CAN TAKE THE BEATING IT GETS. 

So it is with Minimax Alloy. Harsh treatment is 
often and unavoidably given amalgam. Many are the 
variations in manipulation. Relatively this punish- 
ment is much the same as that the Maine coast with- 
stands. And in relatively the same manner the physi- 
cal properties of the amalgam are little affected. 

In YOUR hands, Minimax Alloy No. 178 will 
continue to meet all amalgam specifications... over 
a wide variety of procedures. To you this means a 
greater percentage of completely successful fillings. 
For you can use Minimax Alloy with the absolute 
assurance that its essential properties will not be 
destroyed by the unavoidable variables in mixing 
and packing. 


The Minimax Company, 185 N. Wabash Ave., Chicago 1, Ill. 


For best results mortars and pestles should be occasionally resur- 
faced. Over long periods they wear smooth... become inefficient. As 


@ convenience Minimax provides FREE with every bottle a bandy 
envelape of Abrasive Resurfacing Powder. 


Complies with A. D. A. 
-$pecifications No. 1 




















: in Your prescribing VERNONITE is that 
you ajways kndw what pau are putting\ip the patient’s mouth. 
VERIWONITE'S ingredients are shown ot\the package. 
Wethave confidence in VERNONITE’S ingtedients because 
they are strictly prescription prodt<ts, made to dur specifica- 
tions for one pyrpose only—VERNONITE denture Nsin. We 
use n@ “generaj purpose”’ acrylic resin, fe commercial prod- 


ucts, go materipl whose composition is a trade secret. 
Bechuse theyjare made-to-order, we naturally\pay more for 
VERNONITE’$ ingredients, a premium for keeping VER- 
NONITE out of the “secret formula” category, and foNbeing 
able to assure you it is always the same, always dependahle. 
Your dental laboratory will be glad to have you specif} 
VERNONITE for your dentures. 








We are in no way connected with the V ernon 
Gold & Refining Gompany of Pittsburgh 
which is said to be sending out empty 
boxes to dentists asking for gold scrap. 











VERNONITE 


REG. U. S. PAT. OFF 


Ci lslele malo Olah iti c-Matehi-tetel. 
GEL 


VERNONITE consists of Methy! 
methacrylote resin and Ethy! 
methocrylote resin. Contains no 
plasticizers or mold lubricants. 


Made in U.S. A. by 


VERNON-BENSHOFF COMPANY 


PITTSBURGH, PENNSYLVANIA 
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After the 
patient 


has gone... 


e After she leaves your office, will she 
take care of her teeth? It’s up to der to 
see that your hours of professional treat- 
ment are not in vain. You can help her 
by stressing correct brushing—and use 
of the correct tooth brush. Recommend 
the Tek Professional tooth brush—the 
picture om the right shows how Tek is 
designed to provide the quality and the 
scientific construction you demand. 


TEK CORPORATION 


NEWARK, N. J. 


TOOTH BRUSH 


A “DENTIST'S” brush 
from head to handle 


Brushing Head designed 
for ease of cleaning 
and proper gum mas- 
sage. Cleans even hard- 
to-reach teeth. 


Finest Nyion bristies. Two 
rows, six tufts each, 
uniformly serrated. 


‘Straight handle, with 


strengthened neck. 
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COE-LOID 66* is now made 
with the PREWAR type of | 
agar...the finest quality 
obtainable. Try it, Doctor. 


A PRODUCT GF CGP LASGORATORIES, INC. 
CHICAGO 21, tLltinors 


“Through your dealer . . . Ask 
for FRIGIDTRAYS shown above 
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.. Aud $1 stu Buys 


ANY ONE OF THESE PACKETS: 


 Guriew Wheel Discs 
25 Buriew Cone Discs 
20 Burlew Cup Discs 
25 Burlew Sulci Discs 
25 High Lustre Polishers 

1 Box of Wedges 

1 Box of Dryfoil 
30 Knife-Edge Whiz Wheels 
25 Square-Edge Whiz Wheels 
2%" lathe Whiz-Wheel .70¢ 
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You'll be interested in learning 
how an important clinical investigation, conducted 
under practicing Dentists, shows the value of Forhan’s 
with massage as a home aid in Gingivitis. 

In the course of the investigation, hundreds of dental 
patients were individually examined. 795 were found to 
have Gingivitis. Approximately half of this number was 
given prophylaxis. A// were instructed to massage their 
gums with Forhan’s Toothpaste for 30 days. 


95% Gingivitis cases improved 
at end of 30-day test period! 

95% of all the Gingivitis cases showed marked improve- 
ment at the end of this 30-day test period. And 100% 
of those with normal gums had maintained their gums 
in healthy condition. 

For these reasons, Forhan’s with massage invites your 
continued acceptance and recommendation — as a 


home adjunct to professional care in the 
treatment of Gingivitis. 
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Picture of the Mouth 


WationaL CoMMITTEE of Dentists, meeting of the Executive Com- 
“‘Mittee, Chicago. First row (left to right): John G. Hildebrand, A. P. 
Williams, Howard A. Hartman, and Edward L. Thompson. Standing 
{left to right): Frank W. Rounds, Fred A. Richmond, M. H. Petersen, 
“Horace Cartee, Olin Kirkland, Joseph B. Zielinski, John P. Burke, and 
Ralph Rode. 


Ten dollars will be paid for the picture used in this department each 
month. Send gloss prints with return postage to Oral Hygiene, 708 
Church Street, Evanston, Illinois. 
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Education, 


Business Conduct, 


and Psychology 


in Dentistry 


By BALINT ORBAN, 
M.D., D.D.S. 


WHEN THE dental student sets out 
to practice dentistry he chooses, 
whether he knews it or not, be- 
tween two ways of life. Will he 
conduct his practice as a business 
or as a profession? In other words, 
will he mainly strive to be a suc- 
cessful dentist or will he first of all 
want to be a good dentist? That 
these two possibilities appear as 
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mutually exclusive alternatives is 
partly caused by a lack of educa- 
tion in business conduct. 

If a dentist feels that he lacks 
proper business methods in con- 
ducting his practice, he may take 
some courses in commercial 
schools or with some private com- 
mercial organization, but unfortu- 
nately all he will learn is book- 
keeping and high-pressure sales- 


manship. This, however, is direct- 


ly adverse to satisfactory practice 
in which a dentist, as a_profes- 
sional fnan, will find recompense, 
Professional satisfaction can only 
be achieved by contributing to the 
growth of one’s profess'n. This is 
not only possible by advancing 
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dentistry through new discoveries, 
it is also achieved by careful and 
critical observation of the results 
of our methods. 


Continuous Education 


All this leads away from the 
drudgery of daily routine, and 
material success will follow auto- 
matically; but in order to be able 
to contribute, to give, the dentist 
has to be well educated, not only 
in the technique of dentistry but 
also in the basic sciences. This 
education, of course, is not some- 
thing stable—something one can 
get in a dental school by passing 
all examinations with an “A.” It 
means continuous reading of pro- 
fessional books and magazines, re- 
turning from time to time to dif- 
ferent schools to acquire a knowl- 
edge of new developments. 

The dental profession, unfortu- 
nately, is known to be a poor buyer 
of books—especially of books on 
basic sciences. Without knowledge 
of the basic principles of tissue de- 
velopment, structure, _ biologic 
function, biochemical processes, 
and other subjects, no satisfactory 
practice can be conducted, if sat- 
isfaction is to mean professional 
high standing. i 

Salesmanship, which in a pro- 
fessional sense should mean “pa- 
tient education,” often is necessary 
to overcome difficulties, but it 
should never compensate for lack 
of knowledge and skill. It is some- 


Do you conduct your dental practice as a business and as a 
profession? 
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thing one can learn to a certain de- 
gree—or it may be a natural gift 
in some—but it should supplement 
professional ability and not replace 
it. There are those in every pro- 
fession or occupation who will use 
their art of salesmanship to cover 
up their lack of professional foun- 
dation and, regrettable as it is so 
far as the financial phase is con- 
cerned, often with success. There 
are just as many—or perhaps 
more—who are well educated, 
able, and fine professional men 
who, because of lack of salesman- 
ship, do not reach the professional 
level which they deserve. 


Professional Business Conduct 


Certain principles of sound pro- 
fessional salesmanship should be 
taught to dental students as well as 
to men in practice. We encounter 


‘more and more discussions and 


presentations in dental societies on 
practice management and profes- 
sional business conduct, and such 
lectures should be presented to 
dental students and should be ac- 
companied with discussions on 
professional ethics. 

Good business conduct is com- 
mon-sense psychology, but “com- 
mon” sense is not as common as 
the name would imply. Psychology 
is another subject neglected iri den- 
tal education; it should be a regu- 
lar feature of the curriculum. Den- 
tal students, who because of their 
youth have not developed a defi- 
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nite character, would greatly bene- 
fit by being introduced to prob- 
lems of man’s basic psychologic 
background. The student would 
gain knowledge about himself and 
his fellowman. He would learn to 
make up his mind at times when a 
decision had to be made. Reading 
scientific as well as popular books 
on psychologic problems would 
help a student, as well as the den- 
tist, to meet his.daily problems, 
whether private or professional, 
more naturally. He would become 
a better judge of human nature 
and character and thus become a 
better professional man, 


Psychosomatic Dentistry 


Lately, psychosomatic aspects of 
dental diseases have been brought 
into the foreground, and there is 
no doubt that, up to now, not 
enough attention has been given 
to this phase of dental health. How, 
far psychologic factors can be 
made responsible for some of the 
dental diseases such as caries, peri- 
odontal disturbances, or neuro- 
logic symptoms, we cannot defi- 
nitely answer at this time, but no 
one can doubt that psychologic 
factors do have some effect. 

There is another angle to the 
problem of psychology in dentistry 
which is just as important and 
evens more neglected. Most den- 
tists—being able mechanical re- 
storers of lost parts—often fall in- 
to the habitual and light-hearted 
condemnation of some or all teeth 
of their patients. Many times I 
have seen patients to whom not 
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only one, but several dentists, have 
said, “Nothing can be done for 
you; all of your teeth have to be 
removed.” 

I must confess that I have never 
seen a case yet in which “nothing” 
could be done. The more difficult 
a case might appear at first, and 
the more hopeless it might look, the 
more we should be tempted to do 
something. A physician will not 
give up a man with a heart attack 
by sitting back and doing nothing. 
He will take up the fight. He does 
not give up a man with an incur- 
able disease, but will try every- 
thing possible to stimulate the pa- 
tient’s hope for recovery up to the 
last minute of his life. To say that 
in a disease “nothing can be done” 
is like condemnation to death, and 
many patients feel like being con- 
demned if they are told that all 
their teeth have to be removed. 

I have seen patients in an ex- 
tremely bad psychologic frame of 
mind after such experiences with 
dentists. I should like especially to 
refer to some women who have had 
beautiful teeth and, when reaching 
the age of menopause, face the loss 
of their teeth. This fact might reach 
a dramatic meaning in a patient’s 
mind; developing into a fear com- 
plex. This‘ fear complex might be 
quite definite, and I have fre- 
quently heard a woman make the 
statement that she would lose her 
husband if she had to wear den- 
tures. Other times the fear com- 
plex may be more indefinite but it 
might mean a deep-seated psy- 
chologic shock, comparable to the 
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primitive fear of the loss of 
strength of sexual power. 

Often the extraction of many or 
all teeth is indicated, however, 
and would be the best procedure 
in the interest (somatic) of the pa- 
tient, but from the psychologic 
point of view this should not be 
done. This does not mean that we 
have to do an impossible thing and 
save teeth which are already dis- 
eased. The approach concerning 
the matter is important and often 
extraction would be the best solu- 
tion; but the teeth can always be 


‘saved for a while by treatment. 


The somatic interest sometimes has 
to be subordinated to the psycho- 
logic interest, and the same prob- 
lem might look entirely different 
in two different types of patients. 
There is no case where “nothing” 
can be done to improve the local 
condition. During the treatment 
we can mold the patient’s mind to 
accept the inevitable which will 
come. Sometimes a partial denture 
instead of a full denture will help 
the patient’s mind over the hump. 


_I do not want to create the im- 


pression that we should try to save 
teeth which are already hopeless, 
or try to prolong the agony in 
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some cases, but I should like to 
impress upon the reader the im- 
portance of the psychologic ap- 
proach. 

Never say “nothing can be 
done,” but find out first how the 
patient will react to different pos- 
sibilities. Try to put yourself in the 
patient’s position to see how you 
would react under the same con- 
ditions. What would you say if, 
having an infection of a finger 
nail bed (panaritium) , the surgeon 
would immediately prepare to 
amputate your finger instead of do- 
ing everything in his power to 
bring the infection under control? 
Even the most difficult patient, 
psychologically, can be brought to 
proper reasoning if the problem 
he or she faces is presented in its 
true form and in the proper man- 
ner. 


180 North Michigan Avenue 
Chicago 


THE COVER 


Our COvER photograph is of historic interest. It shows the Paul Revere 
monument in Boston, the city where the eighty-eighth annual meeting of 
the American Dental Association is to be held, August 4-8. The Inter- 


national Dental Federation will meet at the same time, 
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PAUL REVERE 


Boston Dentist 


The story of a famous early American's activities in the dental 
profession. 


By JOHN D. HANLON 


Ir Paut ReEvERE, America’s mid- 
night-riding courier, wete alive to- 
day, he would certainly be among 
those present at the American Den- 
tal Association meeting in Boston. 
In fact, he would probably be in 
charge of the Bay State’s delega- 
tion, for Revere, in addition to be- 
ing Boston’s busiest businessman, 
was one of the first and, for a time, 
the only dentist in the Massachu- 
setts Bay Colony. 

Revere’s entry into the dental 
profession came about because he 
was quick to sense an extra pound 
or two in any new project. Already 
the town’s leading silversmith, Re- 
vere learned that Boston’s only 
dentist, a Mr. John Baker, was 
leaving town to practice in another 


community. Revere, who recog: 
nized an exclusive practice when 
he saw one, asked Baker to teach 
him dentistry before he left. 

Baker agreed. During the sum- 
mer of 1768, Revere, 32 years old 
at the time, spent many hours with 
Baker learning how to “fix and 
draw teeth.” 

In September of.the same year, 
Revere “hung his shingle” by plac- 
ing an advertisement in the Sep- 
tember 12, 1768, edition of The 
Boston Gazette and Country Jour- 
nal, copies of which may be seen at 
the Boston Public Library. 

Revere minced no words in his 
announcement. “Whereas many 
Persons,” he wrote, “are so unfor- 
tunate as to lose their Fore-Teeth 
by Accident, and otherways, to 
their great Detriment, not only in 
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“Wuereas many Perfons are fo 
unfortunate’as to lofe their Fore-Teeth by Accidcat, and 

Letherwart. to their great Detriment, not only in Looks, 
but {peaking both in Public and Private :——This is to in- 
form all fueh, that they may have them re-ptaced with 
falie Ones, that looksas well as the Natural, and an{wers: 
the End of Speaking to all Intents, by PAUL REVERE, 
Goldfmith, near the Head of Dr. Clarke's Wharf, Boflon. 
* * All Perfons who have had falfe Teeth nxt by Mr. 

| Fobn Baker, Surgeon-Dentift, and they have got loofe (as 
they will in Time) may have them faftened by the above, 
~ learnt the Method cf fixing then from Mr. Baker. 








An advertisement appearing in The Boston Gazette, September 12, 1768. 
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; Pat: Revere >. 
AKES this Method of returuing his moft fincere 
Thanks to the Gentlemen and Ladies who bave 
employed him in the care of their ‘Teeth, he would now 
inforin then anda!l others, who are fo unfortunate as to 
lofe their Teeth byaccident or otherways, that he thiit 
contiues the Bufinefs of a Dentift, and fiatterg himitelé 
that from the Exjerience he has had thefe Two Years, (im 
which Time he has fixt jume Hundreds of Teeth) that he 
can fix them as well as any Surgeon-Dzntitt who ever 
‘came from London, he fixes them in fuch a Manner that 
they are not only an O:nam~t but of real Ufein Speaking 
and Eating : He€leantes the Teeth and will wait on ary 
| Gentleman: or Lady at their Lodgings, he may be fpoke 
with at his Shop oppofire Dr. Clark's at the North-End, 
where the Gold and Siiverimith’s Bufinefé is carried on in 

all its Branches. Mey 


On July 30, 1770, Paul Revere used The Boston Gazette to thank his patients. 
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Looks, but speaking both in Public 


and Private:—This is to inform 
all such, that they may have them 
re-placed with false Ones, that 
looks as well as the Natural, and 
answers the End of Speaking to 
all Intents, by PauL REVERE .. .” 

Thus stating the situation, Re- 
vere felt called upon, apparently, 
to give his background: “All per- 
sons who have had false Teeth fixt 
_ by Mr. John Baker, Surgeon-Den- 
tist, and they have got loose (as 
they will in Time) may have them 
fastened by the above, who learnt 
the Method of fixing them from 
Mr. Baker.” 

Revere’s business was good be- 
cause Bostonians’ teeth were bad. 
One Peter Kalm, a Swedish scien- 
tist of the time, had this to say 
after he visited Boston: “Girls not 
above 20 years old frequently had 
lost half their teeth . . . Many 
people are of the opinion that the 
air in this country hurts the teeth. 
So much is certain, that the weath- 
er can nowhere be subject to more 
frequent and sudden changes; for 
the end of a hot day often turns out 
piercing cold and vice versa.” 

Whether Revere considered the 
medical phase of his profession is 
not known. He once mentioned 
that he held little faith in the then- 
current belief that a toothache 
could be cured by carrying a dead 
man’s tooth in the pocket, but 
otherwise his “Methods” were 
standard for the time. He could, 
and did, “draw” teeth, but his prin- 
cipal practice was making dentures. 
These he made from human teeth 
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(“ . . . many persons were dis: 
posed to sell their front teeth, or 
any of them”), elephant tusks, or 
any bony material. 

Revere made dentures for most 
of the prominent men of the day, 
although the legend which says he 
made them for George Washington 
is false. John Greenwood, son of 
a neighboring shopkeeper, who 
did make dentures for Washington, 
may have learned the profession 
from Revere, but Paul had no part - 
in Washington’s lifelong dental 
battles. 

Revere’s most famous patient 
was General Joseph Warren, who 
died in the battle at Bunker Hill. 
Warren was initially buried on the 
battlefield, and when, several 
months later, his body was disin- 
terred, Revere was called to iden- 
tify it. This he did by recognizing 
the dentures he had made for 
Warren. 

During the war, of course, Re- 
vere did little dentistry. After- 
wards, he branched out into sev- 
eral large-scale manufacturing en- 
terprises and dropped his dental 
practice entirely. However, his 
shop on North Wharf continued to 
carry dentifrices. He sold what he 
billed as “Tooth rakes” and even 
his own make of toothpaste. What 
ingredients he used are a mystery, 
but it is known that the pastes of 
the day contained such coarse ab- 
rasives as cuttle bone, coral, small 
chips of broken dishes, saltpeter, 
and gun powder. 

Probably Revere used some- 
thing of this nature, And, if his 
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product was questionable, his ad- that his paste would refresh the 
vice would be up-to-date even now. “gums” and brighten the teeth. 
Paul said—and present-day adver- 6 Bridge Street 

tising copywriters should blush— Winchester, Massachusetts 


PROFESSIONS CONTRIBUTE TO INTERNATIONAL 
UNDERSTANDING 


THE PROFESSIONS are extremely fortunate because they can contribute 
to international understanding and friendship, according to Doctor 
Daniel F. Lynch, Chairman of the Committee on International Relations, 
American Dental Association. Writing in the Medical Annals of the 
District of Columbia he says: “The medical, dental, and legal profes- 
sions of any country are only a small segment of its population, but be- 
cause of their daily associations, they can exercise a tremendous force 
toward understanding. . . . They can become an important force in. . . 
contributing toward world peace. 

“We must become better acquainted with one another. We must ex- 
change ideas and techniques. We must have sympathy and appreciation 
for each other’s work and problems, and we must make an individual 
effort to express all this. It is not a one-man job. It is the responsibility 
of every professional man. Toward this end, international conferences 
and meetings should be encouraged and arranged. 

“Americans are becoming aware of the great cultures and civilizations 
which exist in all parts of the world. There is a keen desire on the part 
of the American professional man to know more about the work of his 
colleagues throughout the world. As this interest grows, more of our 
best scientists will travel and spend a sufficient time watching the work 
of leaders in other countries. .. Much good can also be done by personal 
correspondence, and it is suggested that you endeavor to communicate 
with those friends and colleagues in other countries whose work you 
admire. 

“The liberated countries have much need for assistance in the reor- 
ganization of their professional societies, schools, and libraries. Many 
of the countries have been without foreign connections since 1939. Dur- 
ing this time, they have developed new techniques in all fields of prac- 
tice based upon a limited supply of materials and, in many instances, 
on ingenious substitutes. We should know what they have learned and 
they want to know what has been the progress in research in the free 
world in which we have the privilege to live.” 





Dental Life At An Atom 
Bomb Plant 


A part of the United States Atomic Bomb Project at the Hanford Engineer 
Works, Pasco, Washington. 


By ALVIN FREDERICK 
GARDNER, D.D.S. 


Ear.y IN 1944 a rich vast orchard 
and farming area and an adjacent 
large barren desert were taken over 
by the government for a restricted, 
secretive reservation. A model city, 
protected by two mountain ranges 
and historically located, was built 
on the shores of the Columbia 
River. It was in this area that Lewis 
and Clark spent one winter and 
fought their way to the Pacific 
Ocean. 

This reservation was called 
Richland, Washington. As _ the 
model city grew, a hospital, and 


with it a dental department, flour- 
ished as a necessary and important 
part of the project. I was appointed 
as a staff dentist at this hospital 
secretly built and operated by the 
government. 

The purpose and nature of my 
work was to supply dental treat- 
ment for the thousands of workers 
and their families who were em- 
ployed on this all-important war 
project whose fate determined the 
outcome of World War II—the 
atomic bomb. 

This was another experiment in 
industrial dentistry in which a den- 
tal group clinic or department of a 
hospital supplied the necessary 
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4] dental services to the thousands of 
' workers and their families in this 
| important industrial project. 























| Dental Clinic 
| This department was housed in 
| a modern building adjacent to the 
' Kadlec Hospital. It was a well-in- 
' sulated one-story building similar 
| to the dental bungalow or studio 
| built today in our modern cities. 
' It was divided into eight operat- 
| ing rooms, two laboratories, an 
| x-ray department and darkroom, 
' reception room, and private offices. 
> It was staffed by three to six den- 
| tists, one dental hygienist, one den- 
_ tal x-ray technician, two laboratory 
' technicians, two receptionists, and 
a staff of dental assistants, usually 
about six. 

In a town of this size (popula- 
tion unknown), with the limited 
available dental personnel, a seri- 






















































































; ous problem confronted us. We 
] made appointments and soon 
found ourselves completely booked 

up for eight months in advance. 

Despite this we managed to sup- 
j ply complete dental service to thou- 
‘ sands of atom bomb workers. Our 
; part in making the atom bomb 
: project a success was to maintain 
: the mouths of these workers in a 
7 healthy condition so that they 


could do all in their power to has- 
ten production of the unknown 
product being made. 

No practice of dentistry, indus- 
trial group or private, could have 









f A dentist relates his wartime experiences practicing dentistry 
in an atomic bomb plant community. 
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the variety and types of patients 
presented at the atom bomb dental 
clinic. It took all kinds of persons 
from all parts of the country to 
produce atomic bombs, and con- 
sequently the dental personnel had 
patients with a variety of training 
and from all areas of this country. 
On an average day each dentist 
would take care of from twenty to 
twenty-five patients. The typical 
day included supplying dental 
treatment to perhaps a chemist, a 
plasterer, patrolman, a physicist, 
project manager, carpenter, gov- 
ernment official, physician, army 
colonel, cook, F. B. I. agent, and a 
housewife. Project workers mi- 
grated from the east, west, north, 
south, and some other countries. 


Types of Treatment 


Because of the nature of the 
work at this project and the type 
of personnel necessary, we encoun- 
tered dental diseases and lesions 
from the most insignificant and 
meager to those that produce seri- 
ous consequences. I encountered 
the rare Ludwig’s angina in a proj- 
ect guard whose duty it was to 
guard one of the vital areas of the 
plant. Cancer lesions were not un- 
common, and [| also encountered 
the rare oral vitamin deficiency 
diseases. 

We performed thousands of ex- 
tractions inasmuch as many of the 
workers brought to this secret proj- 
ect had been without dental treat- 
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ment for two and three years while 
they moved from one war project 
to another. 

In addition to extractions, the 
various types of dental services 
rendered were prosthetics, includ- 
ing mostly full dentures to give the 
workers an efficient masticating 
machine in order that they might 
continue this strenuous work. Next 
in importance we did crown and 
‘bridge prosthetics, general oper- 
ative dentistry, including consider- 
able inlay construction. Workers 
frequently traveled sixty miles each 
way to and from an area to work 
in a building without windows and 
in which an equal number of floors 
existed below the ground as were 
visible above the ground. Here, as 
in many other localities, war work- 
ers talked about their day, swing, 
and graveyard shifts, as the atom 
bomb project was in operation 
twenty-four hours a day, seven 
days a week, 

The fees were standardized by 
the dental department and every 
patient, regardless of income and 
position or social standing in the 
community, was obliged to accept 
these fees. The fees were based on 
the average fee in the Pacific 
Northwest and were consistent with 
the surrounding areas. No fee 
problem ever presented itself be- 
cause more people desired dental 
treatment than the dental person- 
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nel available could ‘supply. There 


were no private dental enterprises 
permitted on this reservation. - 

Every dental staff member was 
provided with a six-room, two- 
story furnished house regardless of 
the size of his family. Dental fami- 
lies would average three or four 
members so no crowding or dou- 
bling up ever occurred here. This 
was probably the only locality dur- 
ing the war years where the den- 
tist had no housing problem. Food 
was purchased from grocery cen- 
ters similar to those in any other 
city except that everything was im- 
ported into the reservation and 
only the necessary or essential 
staples were sold. 

At the atom bomb plant the den- 
tal department was another experi- 
ment in industrial group dental 
practice. We were able to observe 
and treat all types of dental dis- 
eases and to correlate our findings 
of the success of one method as 
against another, to argue intelli- 
gently whether the gold inlay was 
a better restoration than a like 
amalgam placed under a rubber 
dam correctly packed and polished. 
The experiences of different prac- 
titioners pooled together make in- 
teresting associations and excellent 
treatment for patients, 


908 Congress Building 
Miami 32, Florida. 
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. Are the changes affecting edentulous jaws the result mainly of re- 


. Do secondary dentine and pulp stones (a) increase, (b) have no 
. If a patient has had premedication (morphine, barbiturates), is 


. The general curvature of the glenoid fossa is considered to be (a) 
. Which of the following are radiolucent, (a) radicular cyst, (b) 
. Babbitt’s metal consists of the following: (a) copper, (b) lead, (c) 


. The (a) upper lateral incisors, (b) second permanent molars, (c) 


. Is the antiseptic efficiency of thymol (a) greater than, (b) the same 


. Rampant caries is distinctly a disease of (a) old people, (b) middle- 


10. 
‘ genograms should be made for (a) one week, (b) two weeks, (c) 




















QUIZ XXXIV 


sorption or absorption? 


effect upon, (c) retard, the response of the pulp:to electric vitality 
tests ? 


(a) more, (b) the same amount of, (c) less, nitrous oxide-oxygen 
required to produce anesthesia? .. 22... cece ccc cccctscscneces 
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follicular cyst, (c) granuloma, (d) hypercementosis? ........... 
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canines, (d) second premolars, show the greatest difference in erup- 
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If an operator approaches half the erythema dose, no more roent- 


er a 
FOR CORRECT ANSWERS SEE PAGE 1236 
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By EDWARD L. WHARTON, 
D.D.S. 


THE TITLE of this article is a quo- 
tation from a recent issue of a 
dental periodical. The person who 
wrote it seemed to think that prac- 
ticing dentistry until death was a 
calamity. He was upset over the 
fact that men in other occupations 
were either pensioned, or made 
enough money to retire comfort- 
ably. 

I do not agree with him. On the 
contrary, it seems to me that, if 
what he says is true, it is a great 
blessing to the dentist. 

Let us analyze the problem, and 
draw our conclusions. Suppose we 
place retirement on one side of the 





scale, and health and happiness on 
the other; for rarely, if ever, do 
all three go together. 

“Drivel,” say all of you who can 
or who would like to retire, “I can 
be healthier and happier retired 
than I am when practicing den- 
tistry.” 


Short Retirements 


First, let me tell you something 
that you may not know about your 
summer vacations which, after all, 
are short periods of retirement. 

The majority of us have taken 
vacations ranging from two to four 
weeks, usually during July or Aw 
gust. Have you ever noticed that 
sometime in the fall you have been 
surprised and bewildered to dis 
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' cover that you do not feel well? 
' Your last appointment is a bur- 
| den. Perhaps you have contracted 
| a head cold, you have a few rheu- 
| matic twinges, or possibly your 
' sacro-iliac joint has slipped and 
| you have a lame back. What can 
_ be the reason for this so soon after 
» that long vacation? 

' It is easily explained. Here is 
what you did to rest and relax. 
| Having no early appointment, you 
slept later than usual, and, with no 
| appointments ahead, you ate a 
» much heartier breakfast than your 
' accustomed one. A game of golf 
| followed; after that a plunge in 
| the lake or surf. On your way 
* home, you stopped to have a couple 
of cocktails or highballs; no pa- 
tients to see that day, so why not? 
This combination of exercise and 
liquor so stimulated your appetite 
















Be that you ate a lunch about the size 
Ne of your regular evening dinner. 
; After this came that “half-hour” 
en- 


nap which lasted about two hours. 
Regaining consciousness, more 
golf followed, or possibly you sat 
om the beach. “Nothing like the 


me sun’s rays for health.” On the 
be beach John suggests a couple of 
aft drinks. The evening meal, which 
2 ts really a meal, follows. Cards in 
keg the evening (still no early appoint- 
— ments to meet), late to bed, late 
" to rise, and repeat this thirty times 
that for each of the thirty days. 
‘is And you wonder why you do 


, not feel at your peak in the fall. 








; This colleague prefers a lifetime of active dental practice to 
| the leisure of retirement. 





You have your teeth roentgeno- 
graphed, have a complete checkup. 
Nothing is wrong. No? Consult a 
gastro-enterologist and see what he 
tells you. : 

Suppose you do not play golf, 
you do not drink liquor; you are 
a fisherman. You sit and relax in 
a boat all day. You, who are ac- 
customed to being on your feet, 
weaving backward and forward 
with all the dental motions that we 
go through every day. So you just 
sat? Did you eat less or more than 
usual? Did you smoke most of the 
day while fishing? “Ah! Smoking 
all day, something I can’t do while 
practicing dentistry.” Maybe you 
read all day. 

This is only for one month or 
even less. Theoretically, you have 
retired. What physical condition 
will you be in after years of a 
slightly modified version of this? 
Look at the mental and physical 
condition of your patients who re- 
tired. Did you enjoy making that 
full upper denture for the man 
who had retired? Fun, wasn’t it? 
Yes, I know, you would be dif- 
ferent from him, but that is only 
what you think. You probably 
would be worse. So much for 
health; now for happiness. 


Results of Retirement 


Suppose we look at some ex- 
amples of retired dentists. Doctor 
X was thrifty, without being 
parsimonious. His three children 
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were married and self-supporting. 
A fortunate investment netted such 
a large sum that he retired. His 
hobbies were sailing and fishing. 
At last he could devote all his 
time to them. He bought a small 
place on a river in the northern 
part of the country, and another 
far down in the south. He was cool 
in the summer, while others suf- 
fered from the heat; and basking 
' in the sun, as we shivered in the 
cold. Plenty of time for his hob- 
bies all the year round. Could any- 
thing be more perfect? He is now 
practicing dentistry again. Lose 
his money? Not a bit of it. His 
wife told me the story. 

OrAL HYGIENE was the only 
dental magazine that followed him 
everywhere. Once a month it came, 
and once a month it went in the 
wastebasket with the cover still in- 
tact. After a couple of years, she 
noticed that the outside wrapper 
was missing when she threw the 
magazine away. Shortly after came 
the announcement, “I’m thinking 
of going back into dentistry again. 
I’m not as happy as I thought I 
would be; I miss the contacts with 
my patients.” I believe he is still 
practicing. 

Doctor B——’s only desire was 
to raise mule colts. When he re- 
tired he said, “Ed, you can have 
all your cranky patients, your sore 
teeth, and your aching back; I’m 
through.” 

He came back. He would not 
tell me why, but he did say that 
the first patient who came to see 
him was that disagreeable Mrs. 
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R , and that he was delighted 


to see her. 

Not so long ago, a dentist came 
in to see me. He wondered whether 
I would rent him my second oper- 
ating room. “Why, Doctor,” I said, 
“what is wrong with the lovely 
farm, all those fresh eggs, vege- 
tables picked by your own hand, 
the beautiful view, the cozy winter 
nights with nothing to do but 
read?” He replied, “Don’t rub it 
in; I’m so lonely it’s driving me 
crazy.” 

One more example is that of 
Doctor C . There came to him 
one of those days that comes to all 
of us; that day when at closing 
time you would gladly sell your 
entire practice, equipment and all, 
for a good ten dollar bill. The dif- 
ference between Doctor C and 
you and me is: he did it. He gave 
it up while still in good physical 
condition. His money was largely 
invested in absolutely safe securi- 
ties paying 6 per cent. Maybe you 
had some yourself. Then came 
1929. The last I heard of him, he 
and his wife were eking out a 
living. 

My father-in-law was a dentist. 
At the age of 66 he was told that 
he had angina pectoris. “Wind up 
your affairs, make your will, and 
give up.” He did die of a heart at- 
tack. At the age of 75 he had an 
attack one morning. That night he 
passed away. He died at his chair, 
a happy man. 











50 James Street 
Newark, New Jersey 














Dentists’ Air Cruise 





To South America 


Special travel arrangements being made for dentists who wish 
to visit South American dental institutions 


By MARCELLA HURLEY * 


AT THE request of dental societies 
whose members are anxious to at- 
tend dental meetings, visit dental 
schools, clinics, and health centers 
of Latin America, Pan American 
World Airways is arranging a 
special air cruise of South America 
for dentists. Although an increas- 
ing number of Latin American 
dentists have been coming to the 
United States in recent years to 
meet their colleagues and study 
new developments in dentistry at 
firsthand, this is the first time that 


any large number of North Amer- 


ican dentists have been offered a 
similar opportunity. It is hoped 
that the exchange of dental tech- 
niques and information will give 
the stimulus necessary to extend 
and raise the level of dental service 
in all the American Republics. 





*Director, Pan American Council of Chicago 
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For this first professional tour, 
planes reserved for dentists and 
their wives will leave from New 
York, Miami, and New Orleans, 
late in September, traveling by 
way of San Juan, Puerto Rico; 
and Trinidad, to Rio de Janeiro. 
Dentists, in addition to seeing the 
famous harbor, the flower mar- 
kets, broad avenues, and cosmo- 
politan restaurants of the city, will 
visit the National School of Den- 


tistry of the University of Brazil, 


clinics, and health centers. They 
will also see the Palace of Tira- 
dentes, dedicated to a dentist, the 
great hero of Brazilian independ- 
ence. 

In progressive Sao Paulo, Brazil, 
the visitors will have an oppor- 
tunity to meet their dental col- 
leagues. And they will make a trip 
to the Butantan Snake Farm where 
snakes are raised and serums pre- 
pared to combat snake bites and 
tropical diseases. The functioning 


(Continued on page 1213) 





By PHIL D. FALKENSTIEN, D.D.S. 


FIBRIN FOAM has already been 
demonstrated to have value as a 
hemostatic agent in surgical oper- 
ations on the brain as well as 
in other fields of surgery. Even 


though its full potentialities are 
still in the experimental stage, its 
use in oral surgery has many ad- 
vantages. 

The use of fibrin foam in the 


in Daily Exodontia 





Fibrin Foam 





case of a hemophiliac may not be 
a cure-all, but in the hands of a 
general practitioner it has its as- 
sets over most other approved 
methods. I have removed the teeth 
from a hemophiliac and have had 
no more complications with him 
than with normal patients. This 
same person gave a history of ex- 
treme bleeding from the removal 
of three teeth several years previ- 
ously. 
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| Are you taking advantage of the use of fibrin foam as a hemo- 
static agent in your practice? 


. After obtaining roentgenograms 
' to determine location, degree of 
_ impaction, infections, and pyor- 
| rhea resorption, I instruct my pa- 
| tients in the normal procedure. If 
| there is any infection in the area 
in which I am to operate, I leave 
an order at the hospital for this 
| patient to receive an injection of 
| 300,000 units of penicillin in oil 
at least twenty-four hours before 
» his appointment time. As a further 
» aid, if I am to do any surgery on 
| the lower arch, I leave an order 
| for this patient to receive an in- 
| jection of 1/6 grain morphine 
' with 1/150 grain atropine to be 
; given shortly before the time of 
| his appointment. Thus I have less- 
' ened the possibility of a postop- 
| erative infection, dried up the sal- 
_ ivary glands, and settled the pa- 
tient’s nerves with morphine. 

The tooth or teeth are removed 
in the usual manner, and bleeding 
will be controlled largely by the 
epinephrine in the anesthesia. At 
this time I mould a small portion 
of sulfapac and place it in the 
socket before sealing over. In the 
case of a hemophiliac, I never re- 
move more than three teeth at a 
time, and I have much better re- 
sults when I remove only two teeth 
at any one appointment. In remov- 
ing only one tooth, there is little 
loose tissue to suture over. 

After two teeth have been re- 
moved and sulfapac placed in the 
socket, I place over the sulfapac a 


small piece of fibrin foam. In the 
case of the hemophiliac, I use a 
large piece of fibrin foam; how- 
ever, in the individual with normal 
blood-clotting time a smaller piece 
is better. A piece too large will 
cause pressure and subsequent 
pain; but in the case of the hemo- 
philiac, a little pain is much better 
than uncontrolled hemorrhage. 

I never do any suturing on the 
normal patient except in the case 
of multiple extractions; however, 
I did learn by experience that su- 
turing with catgut will not hold 
the tissues together long enough 
for primary healing to take place 
in the case of the hemophiliac. It 
is better to use silk in most cases. 

The most convenient way to use 
the fibrin foam is to cut the spon- 
ges to size at the field of operation 
and then soak them in the throm- 
boplastin. 

This summary for the steps in- 
volved in clotting is perhaps the 
most satisfactory explanation thus 
far advanced. In the circulating 
blood the antiprothrombin is unit- 
ed with the prothrombin; this ren- 
ders the prothrombin inactive. 
When blood is shed, as in injury, 
the blood platelets break up and 
thereby liberate a material called 
thromboplastin; this unites with, 
or neutralizes, the antiprothrombin 
and thereby liberates the pro- 
thrombin. By the action of the cal- 
cium salts the prothrombin is con- 
verted into the active agent known 
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as thrombin. This constitutes the 
first phase of coagulation. The real 
coagulation consists of the action 
of thrombin upon the fibrinogen; 
by this the fibrinogen is rendered 
insoluble and forms fibrin. Fibrin 
is the controlling factor in the 
chemophysical process by which 
the human blood clot is normally 
formed. In using fibrin foam we 
_are placing in the socket the de- 
sired or necessary substance found 
in the normal clot while the throm- 
boplastin will unite with the in- 
gredients of the patient’s blood to 
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form more end product—fibrin. 
I believe that fibrin foam is an 
easy-to-use hemostatic agent in the 
hands of the general practitioner. 
If we follow this procedure our 
patients will have more confidence 
in us, and at the same time we will 
raise our profession from a me- 
chanical trade to a diagnostic pro- 
fessional level. It will help us com- 
pete against the large number of 
cutthroat and low-fee practitioners 
who make up too large a percent- 
age of our profession today. 
Onaga, Kansas 
























WHO SAID DENTISTS SHOULD PREPARE FOR RETIREMENT!* 


In 1900, less than one-fifth of the population was 45 years or more in 
age; by 1940, the ratio had increased to more than one-quarter of the 
total. This trend will continue for many decades. Careful forecasts indi- 
cate that by 1960 almost one-third of our population will be 45 years of 
age or over, and that, by the end of the century, two-fifths of the people 
will be in that age category. If we concentrate on the group 65 years 
and older, the changes since 1900 and those in prospect are even more 
striking. Thus, at the turn of the century, this older group included 
4.1 per cent of the population. By 1940, the figure had increased to 
6.8 per cent and, by 1960, the best indications are that over 9 per cent 
will be in the old-age bracket. 

Recent sickness surveys, including especially the National Health 
Survey of 1935-1936, show how great the burden of invalidism has be- 
come at the older ages. If the age frequency of invalidism as observed in 
the National Health Survey prevails in our current population, then 
70 per cent of our invalids, that is, persons permanently disabled, are 
at ages 45 or higher; by the end of the century, 80 per cent of the 
invalids will be in this age range.—Louts I. Dusiin, Pu.D. 


*Excerpts from the February, 1947, issue of the American Journal of Public Health. 
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DENTISTS’ AIR CRUISE TO SOUTH AMERICA 
(Continued from page 1209) 


of the modern dental school of the 
University of Uruguay located in 
Montevideo will be of special in- 
terest to the group because it ad- 
mits students from every country 
without charge. 

The air cruise will reach Buenos 
Aires early in October in time to 
permit attendance at the First In- 
ter-American Dental Congress of 
the Latin American Dental Fed- 
eration, if it is held according to 
present plans. The 16-story air- 
conditioned dental school of the 
University of Buenos Aires, one 
of the finest dental institutions in 
the world, will be inspected by the 
dentists, as well as some of the 
modern, well-equipped dental of- 
fices of private practitioners. 

October is the ideal time to visit 
Buenos Aires as the parks and 
boulevards are in their most at- 
tractive state and the climate is 
ideal. After getting acquainted 
with this Argentine center of busi- 
ness and social life, the dentists 
will fly over the Andes to Santi- 
ago, Chile. They will visit the Uni- 
versity of Chile’s Dental School, 
built by the Chilean government 
as a reward to its founder, Doctor 
German Valenzuela Basterrica* 
who solved an international crime. 
This socially conscious country al- 
so has many clinics and health cen- 
ters that will be of interest to den- 
tists. A trip will be made to Chile’s 





MHurley, Marcella: A Dentist Turns Detective, 
Hyciene 34:1264 (August) 1944, 


most exclusive resort, Vina del 
Mar, and to the port of Valparaiso. 

This complete air cruise is to 
last forty-seven days and includes 
visits to Arequipa and Lima, Peru; 
La Paz, Bolivia; Quito, Ecuador: 
Cali and Bogota, Colombia; the 
Panama Canal; Guatemala; and 
Yucatan. Planes will leave the 
United States in time to enable the 
group to take advantage of the 
summer vacation rate on all air 


.trips to Latin America. The cost 


of the tour, including round-trip 
air transportation, hotel accommo- 
dations, meals in American-plan 
hotels, sightseeing as indicated in 
the itinerary, transfers with bag- 
gage between airports and hotels, 
and the service of an escort, is ap- 
proximately $2300. 

Dentists who have only a lim- 
ited time available may fly from 
Miami to Buenos Aires, attend the 
Dental Congress, and return to 
Miami. The air fare round-trip 
from Miami to Buenos Aires will 
be $750.40 which represents a sav- 
ing of 20 per cent in air fare as 
well as the 15 per cent U. S. trans- 
portation tax. 

Those who are interested in 
joining the air cruise should send 
a card at once requesting full de- 
tails, as there will be several dif- 
ferent itineraries, including longer 
and shorter stopovers. Write to: 
Dentists’ Air Cruise, Pan Ameri- 
can Council, 84 East Randolph 
Street, Chicago. 









By WALTER S. KYES, D.D.S. 


EXTENSIVE material has been writ- 
ten and published about examin- 
ing boards. In these articles much 
has been said against these organi- 
zations and little in their favor. 
Every state in the country, how- 
ever, has adopted laws governing 
the practice of dentistry within its 
borders, and has provided examin- 
ing boards whose duties it is to en- 
force the laws. Organized dentistry 
had not been in existence long be- 
fore it became obvious that control 
legislation was a necessity, and ex- 


State examining boards are dentistry’s safeguard of its pres- 
ent high standing. : 
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amining boards were charged with 
the duties of interpreting and en- 
forcing the laws. 

One has but to read the daily 
newspapers to be convinced of the 
necessity of placing certain curbs. 
The records of any active board of 
examiners will reveal that not all 
dentists who come under question 
are those who advertise, but that 
dentists are quite human in the 
way of sundry transgressions. 
Therefore, when a dentist realizes 
that his license to practice is in 
jeopardy, he is likely to resort to 
some fast thinking that will en- 
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croach on his sleeping hours and 
cost him some hard-earned money 
for legal advice. 


Examination Failures 


The dental profession, up to the 
present time, has found no other 
way to determine a man’s fitness 
to practice dentistry than to sub- 
ject him to a fair examination. The 
percentage of successful candidates 
before boards is relatively high. 
Failure, where failure occurs, re- 
sults primarily from lack of prep- 
aration on the part of the candi- 
date. Of course it is assumed that 
the recent graduate is prepared 
except in rare instances where the 
person involved is found to be to- 
tally unfitted for the career he has 
chosen. The examining board is 
almost always blamed for the fail- 
ure, while the ability of the candi- 
date for license is seldom ques- 
tioned by his friends. A good way 
to determine a person’s ability is 
to make an investigation of his 
college record and also to review 
his examination papers before the 
board. In both instances the in- 
vestigator may be confronted with 
some revealing facts. 

Examining boards seem to reach 
a climax in their threats to human 
happiness at any gathering of can- 
didates for licensing. It was my 
opportunity to attend one of these 
meetings a number of years ago. 
At the time these men felt that the 
coming test would be their “Wa- 
terloo.” Instead of being confident 
of their success, they were obsessed 


with the fear and the threat of fail- 
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ure. In their state of mind the ex- 
aminers appeared to represent an 
ogre, quite capable of wrecking 
human ambitions and devouring 
anything that might remain. Con- 
fidence and preparation will pro- 
mote one’s ambitions more than 
will fear. . 


Fair Examinations 


I hope that my statement will 
not be misconstrued when I say 
that I have successfully passed the 
examinations of three boards of 
examiners. In no case was any dis- 
courtesy ever shown toward me. 
On the whole the examiners were 
an interested, kindly group of men, 
men whom it would be a privilege 
to know better or to have as neigh- 
bors. My first test was immediately 
following the close of the college 
year; the last one some eighteen 
years later. None of these examina- 
tions could be called easy; they 
merely inquired into what I knew 
about dentistry, and I tried my ut- 
most to give them the required 
answers. That I was able to do so 
was my good fortune. There was 
no luck or chance about it. 

Suppose we abolish college en- 
trance requirements and likewise 
boards of examiners and go back 
to the days when there were no re- 
quirements for colleges or prac- 
titioners; to the time when anyone 
could establish a college or could, 
unrestricted, practice dentistry. 
The result would be little’ short of 
chaos, which no one would enjoy. 
Again, what of the health of the 
people which justifies the existence 
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of all health groups and organiza- 
tions? Should we jeopardize this 
because some few think that ex- 
amining boards are unreasonable 
and superfluous ? 

No examining board that I know 
anything about ever grants a man 
a license because the man thinks 
that he is entitled to it. Neither 
will a letter from any source of in- 
fluence outside the dental profes- 
~ sion accomplish much for the un- 
prepared person. The good will of 
some high-up politician does not 
give a man the “know how” for 
what he does not know. 


Preparation for Examinations 


Is a license in a given state 
worth going after and getting? If 
it is, it is by all means worth the 
preparation which success entails. 
Current dental literature and re- 
cent technical advances in den- 
tistry make good review, and fa- 
miliarity with the essentials of the 
subjects taught in college, the 
things that a dentist should know, 
would be helpful. Many candidates 
revolt at the idea of reviewing 
their college studies in prepara- 
tion for a state board examination. 
There is but one significant ques- 
tion to answer and that appears to 
be, “Is the sought-for license worth 
the effort?” 

I do not know of many men en- 
gaged in dentistry who show indi- 
cations of being overtrained, and, 
besides, training is not entirely a 
matter of mechanical skill. A den- 
tist’s training should not only en- 
able him to assume fitly a place in 
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a professional life, but in a cul- 
tural life as well. After a long pe- 
riod of time, and with ample op- 
portunity to observe, I believe that 
the attitude of our profession to- 
ward the credulity of our clientele 
could be improved. 

I met a man once who claimed 
that he had successfully conquered 
sixteen examining boards, and an- 
other one who had vanquished 
nine. They were both optimistic 
about state boards and the ease 
with which they could be disposed 
of in the minor experiences of life. 
One of them had not yet finished 
his career of devastation and was 
at the time preparing for a western 
examining board that had a repu- 
tation for being tough. At parting 
I wished him good luck, but I 
could not understand what he 
wanted of so many licenses unless 
he needed a unique and glamorous 
wallpaper for his study. 

If examining boards are an ex- 
travagance, a nuisance, or a polit- 
ical organization, or are antago- 
nistic to human liberties, let us 
abolish the laws that created them. 
Let us go back to the days when 
anyone could own and operate a 
college for his own profit or pleas- 
ure; and instead of requiring a 
period of four or five years of in- 
tensive training to produce a den- 
tist of capabilities, train him for 
six months or so. Then where 
would dentistry be? What would 
be its status as a profession? * 

Among the duties of examining 
boards is that of maintaining cer- 
tain standards, and certain re- 
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quirements to uphold these ac- way? Or shall we await the time 
cepted standards. It has required when someone offers a_ better 
considerable effort, time, and method and a tested method, an 
money to establish our present sta- acceptable substitute for examin- 
tus. Should we give up all the ing boards? 

things we have attained because 305 Watts Building 

someone is looking for an easy San Diego 1, California 


VERN D. IRWIN DIES IN DES MOINES 


On May 7, 1947, while attending as a guest speaker the annual meeting 
of the Iowa State Dental Society in Des Moines, Doctor Vern D. Irwin, 
54, died of coronary occlusion. 

Doctor Irwin was appointed Superintendent of Dental Health Educa- 
tion in the Division of Child Hygiene, Minnesota Department of Health, 
in 1936. When the Division of Dental Health was created in 1942 by 
the Minnesota State Board of Health, he became its first Director. Under 
his direction, the Division expanded its activities. He originated the 
position of “dental health adviser” and planned and supervised the 
training of several dental hygienists for this field work. Doctor Irwin 
also cooperated in planning and carrying out an extensive program of 
dental research. Under this program sodium fluoride was first used in 
the form of topical applications on children’s teeth. 

‘On March 15, 1946, Doctor Irwin accepted the position of Chief, 
Dental Division, Veterans Administration Branch Office No. 8, with 
headquarters at Fort Snelling, Minnesota. During the establishment of 
the dental program for veterans he served in Washington as assistant to 
Doctor M. M. Fowler, Chief Dental Surgeon for the Veterans Adminis- 
tration. 

Doctor Irwin was co-author with Netta W. Wilson of An Evaluation 
of Dental Health Literature. For many years he edited North-West Den- 
tistry. He was editor of the Bulletin of the American Association of 
Public Health Dentists from its inception in 1941 until he left the field 
of public health dentistry. 


WHEN YOU CHANGE YOUR ADDRESS 


WHEN you change your address, please always furnish your old address 
as well as the new one. Address changes should be sent to the Pub- 
lication Office of ORAL Hyciene at 1005 Liberty Avenue, Pittsburgh 22, 
Pennsylvania. 
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Buffalo (New York) Courier Express: 
A pulsating seat cushion and lumbar 
pad, designed to minimize fatigue on 
long flights, was vart of the equipment 
of the Army fighter plane, Betty Jo, 
when it made its record nonstop flight 
’ from Honolulu to New York. The aero- 
mat’s inventor, Doctor Donald V. Sum- 
merville, a Buffalo dentist, and AAF 
officials describe the cushion as the 
softest in existence. 

The cushion is a multiple-celled rub- 
ber bladder sandwiched between two 
layers of foam rubber enclosed in a 
canvas pack. Certain cells in the blad- 
der are connected by small hoses. A 
pneumatic motor, receiving pressure 
from a vacuum pump on the aircraft 
engine, is the “brains” of the device. By 
turning a valve, air pressure is admitted 
and released from the bladder through 
two dual hoses. Immediately the cush- 
ion pulsates at a rate which can be reg- 
ulated. A lumbar pad operates in unison 
with the seat cushion and serves as an 
antifatigue backrest. 

Doctor Summerville earned his private 
flying license in 1928. After being re- 
jected for service in the AAF in 1940 
because he was “too old” he moved to 
Canada and enlisted, at 45, in the 
RCAF. He served for twenty-two 
months as a staff pilot before he was 
called into the AAF. 

After leaving the Service, Doctor 
Summerville began his work on the 
aeromat. His device was accepted by 
the AAF and was tested on the flight 
from Honolulu to New York. 


Chicago (Illinois) Sun: According to 






Doctor Floris van Minden, Chicago den- 
tist, less than 1 per cent of all dentists 
in this country are women. Even though 
women dentists have done well in this 
country, the percentage which enters 
the profession is extremely small as 
compared with some European and Lat- 
in American countries where as high 


— 








as 50 per cent of the dentists are women. 

Doctor van Minden believes there is 
a need for more women dentists in this 
country; particularly in the field of 
pedodontics. Many of the women who 
have entered dentistry have made en- 
viable records as practitioners, as teach- 
ers in dental schools, or as scientific 
research workers. Most of the girls who 
become dental hygienists or dental as- 
sistants have the intelligence and abil- 
ity to go further, and Doctor van Minden 
believes they would do well to become 
dentists. 


Utica (New York) Observer-Dispatch: 
The first war damage payment by the 
United States-financed Philippine War 
Damage Commission was made to Doc- 
tor Agustin Zambrano, a dentist whose 
office was destroyed during the burning 
of Manila. Doctor Zambrano received 
$250 toward his claim, 
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Salt Lake (Utah) Tribune: Doctor 
John Soelberg, a Mount Pleasant den- 
tist, recently killed one of the largest 
mountain lions to be shot in the Mount 
Pleasant Creek canyons. Tracks of the 
lion were found crossing a road near a 
lodge in the canyon. A party of men 
and their hunting dogs treed the cat 
after tracking him for an hour and a 


half. The men tried to bring him down. 


alive, but Doctor Soelberg shot him, as 
he started to leap from the tree, to pre- 
vent injury to the dogs. The lion 
weighed 155 pounds, 


Atlanta (Georgia) Journal: Rod-and- 
reel fishermen will welcome a new fish- 
ing device invented by Doctor Montague 
H. Tuttle, an Atlanta dentist. It is a 
sure-fire prevention against backlash. 

Doctor Tuttle’s device is a gravity 
brake that can be applied to a reel to 
keep the line taut. The brake, about the 
size of a quarter, is automatically ap- 
plied when the reel is inverted, and re- 
leased when it is held in a natural po- 
sition. 

Doctor Tuttle has applied for a patent 
for his invention, and he believes the 
new device will be on the market soon, 
as several fishing tackle manufacturers 
have offered to produce it. 


Kansas City (Missouri) Star: Doctor 
Anton L. Berg, a Chicago dentist, finds 
hypnotism, used on the right patients, 
as satisfactory an antidote against pain 
during dental treatment as any local or 
general anesthetic. He became interested 
in hypnosis about three years ago, and 
now he uses it on about 5 per cent of 
his patients. 

At a recent meeting of the Kansas 
City Dental Clinic Club, Doctor Berg 
demonstrated his use of hypnotism dur- 
ing dental treatment. His patient was 


(Continued on page 1220) 
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John Landon, of Chicago, a young man 
whom Doctor Berg has been treating 
under hypnosis for some time. Before 
an audience of about fifty members of 
the club, this Chicago dentist had his 
patient in a hypnotic trance in forty-five 
seconds. The patient’s mouth dropped 
open and he appeared to be sleeping 
soundly. Then the dentist rubbed his 
hand over the right side of the patient’s 
jaw and whispered to him that the side 
would be deadened to all pain. Doctor 
Berg then proceeded to prepare the 
lower right first molar. The demonstra- 
tion lasted about fifteen minutes, with 
the patient’s jaw steady throughout the 
operation. 

Doctor Berg told the gathering he was 
still cautious about asking a patient 
whether he preferred hypnosis to an 
anesthetic. He explained that it was 
necessary to be sure the patient would 
cooperate. 


New York (New York) Times: In an 
address before the annual meeting of 
the New Jersey State Dental Society, 
Doctor Edward R. White, President, 
stated that hundreds of eligible dental 
students are being turned away from 
dental schools because of lack of facili- 
ties. As a result of this condition, he 
declared, “Dental education is threat- 
ened by a willingness on the part of 
some of our educational institutions to 
relegate dentistry to a secondary role.” 
Doctor White stated that at Columbia 
University where the dental and medical 
schools have been merged, the incoming 
freshman dental class has been limited 
to twenty-five students when there are 
facilities for sixty. 

The establishment of a dental school 
in New Jersey in connection with one 


of the existing universities was advo- 
cated by Doctor White. 
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Awards for items published in this month’s DENTISTs IN THE NEws 
have been sent to: 

Kermit F. Knuptzon, D.D.S., 108 North State Street, Chicago. 

DorotHy J. Fiynn, 85 Emerson Avenue, Utica, New York. 

Mrs. A, E. INseLspercer, 177 Lane “A” Anchorage, Clearfield, Utah. 

FRANK Harmon, Independence, Ag Hill, Athens, Georgia. 

M, B. Newman, D.D.S., 1410 Morris Avenue, Bronx 56. 


CAN YOU USE A DOLLAR? 


TO EVERY READER who contributes a newsworthy item, something unusual about 
-a dentist, which is published in Dentists in the News, we will send promptly a 
crisp, new one dollar bill. Every clipping must be taken from a newspaper and 
carry the name of the publication and the date line. Clippings submitted cannot be 
returned. When more than one copy of a clipping is submitted, the first one re- 
ceived will be used. Send all items to Dentists in the News, OraL Hycrene, 708 
Church Street, Evanston, Illinois. 


AAF DENTAL CLINICS TO HOLD “OPEN HOUSE” 


On Arr Force Day, August 1, 1947, when the Army Air Forces will cele- 
brate their 40th Anniversary, all dentists may visit AAF Dental Clinics 
and meet the dental staffs. These Clinics will be open for the inspection 
of dental equipment, which is the best available, and for the observation 
of techniques used by the Army. All types of dentistry are accomplished 
at regular AAF bases except orthodontics and complicated oral surgery. 
These specialized treatments usually are performed at military general 
hospitals. 

There are approximately four hundred dental officers on duty with 
the Army Air Forces in the United States. This represents one dental 
officer for every 500 military personnel. Stations with less than 500 per- 
sonnel are served either by dental officers from near-by bases or by 
civilian dentists in the locality. An acute shortage of dentists is ex- 
pected to develop within a short time, and to assist in the procurement 
of additional personnel the War Department is contemplating legisla- 
tion that will increase the pay of dental officers. 

To celebrate this Army Air Forces anniversary, special air shows and 
exhibitions of aerial equipment will be held throughout the United 
States, and Army Air Force installations will have “Open House.” 





a 
































REJUVENATE 





THE TAX LAW’S HEALTH 
PROVISIONS! 











A certified public accountant offers specific suggestions for in- 
creasing health care deductions under the Federal Income 
Tax Act. 


By IRVING ELBAUM, C.P.A. 


THERE Is hardly a federal income 
tax taxpayer who is not familiar 
with the medical and dental ex- 
pense deduction. Unfortunately 
for some taxpayers this familiarity 
arises when they learn about what 
they cannot deduct, despite the 
fact that they feel (and logically 
so) that it is only equitable that 
they be entitled to the specific de- 
duction for dental, medical, phar- 
maceutical, and health insurance 
bills which they paid during the 
taxable year. 

In the main, the income tax law 
is eminently fair in its interpreta- 
tion of deductible health expense 
items. For example, the taxpayer 
may deduct any money paid for 
himself, his wife, and his depend- 

ents, remembering the fact that in 
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figuring the medical expense de- 
duction certain people may be 
considered as dependents who 
were not considered as such in 
computing the income tax itself. 
Specifically, if a person has a gross 
income of $500 or higher he can- 
not be counted as a dependent for 
purposes of the income tax, yet 
this limitation does not apply in- 
sofar as the health expense deduc- 
tion is concerned. Another illus- 
tration of the law’s fairness—med- 
ical care encompasses all sums 
paid for the cure, diagnosis, treat- 
ment, and prevention of sicknesses, 
diseases, and accidents. Moreover, 
accident and health insurance pre- 
miums are considered health ex- 
penses. 

There are, however, a few rot- 
ten apples at the bottom of the 
“health expense deduction” bar- 
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rel. The three most glaring errors 
are: 

1. None of these items may be 
deducted as medical costs: 
Funeral expenses 
Cost of cemetery plot 
Cremation costs 
Burial costs 
Monument 
Mausoleum costs 
Premiums connected with 

life insurance policies, paid 
for double indemnity, dis- 
ability, or for waiver of 
premiums in event of total 
and permanent disability 

2. Deduction maxima are set up: 
Single person: 

No dependents 
One or more 

dependents 

Married persons: 

Separate return, 

with no dependent 1,250 
Separate returns, 

each with one 

or more depend- 

ents each 2,500 
Separate returns, 

both husband and 

wife having one 

or more depend- 

ents total 5,000 
Joint return 2,500 

3. Only that portion of the 
health expenses that exceeds 
5 per cent of the adjusted 
gross income can be de- 
ducted. 

Something can, and should, be 
done by the Congress about each 
of the aforementioned “rotten ap- 
ples.” Since item 1 is relatively 


$1,250 


2,500 
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minor from a financial point of 
view of annually recurring tax re- 
turns, let us concentrate on items 
2 and 3. It would seem only fair 
that the 5 per cent exclusion and 
maximum deduction clauses be 
eliminated from the present law, 
since: 

1. The physicians, dentists, 
health insurance companies, and 
druggists report as income on their 
income tax returns the total 
amounts the taxpayer pays them, 
even though the latter is limited 
as to his deduction by the 5 per 
cent clause. 

2. The $500 annual exemption 
for each person, which is supposed 
to cover cost-of-living expenses 
(which, of course, should include 
dental-medical expenses), is no- 
where near the correct figure, when 
the United States as a whole is 
considered. If this annual exemp- 
tion were closer to $1,000 or 
$1,250 (which is the range on 
which most tax reform experts 
agree), there might be justifica- 
tion for the government retaining 
the 5 per cent exclusion clause. 
The fact, however, is that since the 
$500 does not approach an equit- 
able figure for cost-of-living ex- 
penses under today’s high price 
structure, the taxpayer receives a 
two-barreled economic shot in the 
back—once, because of the low 
$500 exemption; once in not be- 
ing allowed to deduct in full all 
dental-medical expenses incurred 
by him. 

At the time of this writing the 
Congress is clamoring for personal _ 
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income tax reduction. In addition 
to lowering the rates it would be 
most feasible and equitable to 
eliminate the 5 per cent exclusion 
and maximum deduction clauses 
insofar as health expenses are con- 
cerned. 

As concrete steps in the proper 


direction I propose that the Con- » 


gress either eliminate the 5 per 
cent exclusion and maximum de- 
duction clauses, or adopt the 
“carry-over principle (presently 
used with capital asset transac- 
tions), or use the “graduated” 
idea. 

The “elimination” point is self- 
explanatory. Under the “carry- 
over” principle the exclusion 
clause would still be retained (at, 
let us say, the 4 per cent mark— 
which has been used by Canada 
since 1944), but that portion of 
the health expenses which could 
not be deducted this year would 
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Adjusted gross Per cent 

income of exclusion 
$ -0- - $3,000 0 
3,001 - 5,000 1 
5,001 - 7,000 2 
7,001 - 10,000 3 
10,001 - 15,000 4, 
15,001 and higher bs) 





The “elimination” and “gradu- 
ated” methods could be adminis- 
tered most easily by the taxing au- 
thorities; the “carry-over” plan 
involves additional time expendi- 
ture by the auditors of the Bureau 
of Internal Revenue in ascertain- 
ing whether the correct amount of 
health expenses was deducted in 
the second year. Nevertheless, the 
cost to the government would not 
be prohibitive. 

To portray graphically the dif- 
ferences at three separate income 
levels between the present and pro- 
posed health deductions Table | 
has been prepared: 





TABLE I 
Adjusted Health Amount Which Taxpayer May Deduct 
Gross Ex- Present Proposed 
Income penses Carry-Over 
(4% Ex- 
clusion) Graduated Elimination 
$ 3,000 $ 300 $150 $180 $300 $ 300 
5,000 500 250 300 450 500 
10,000 1,000 500 600 700 1,000 





be deductible in the following tax- 
able year. Under the “graduated” 
plan, the lower the income bracket, 
the lower the per cent of exclusion. 
The following tabulation is illus- 
trative of what might be done in 
this respect: 





Under the “carry-over” method, 
the difference between the actual 
amount of health expenses and the 
amount shown as being deductible 
in the present year would be eligi- 
ble for deduction in the next tax- 

(Continued on page 1236) 


Left: Oren Oliver, Past-President of 
the American Dental Association, and 


M. Don Clawson, President of Meharry 
Medical College, both of Nashville, 
Tennessee. 


Below: At the first meeting of the 
American Academy of Oral Pathology 
at Chicago, Lester Kahn presented 
certificates of honorory fellowship in 
the Academy to Colonel James Ash 
(DC) and Henry A. Swanson. 
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Above: Argentine dentists at the Chi- 
cago Midwinter Meeting: Seated (left 
to right) Fermin A. Carranza; Hum- 
berto Aprile, President of the Asocia- 
cién Odontolégica Argentina; Mario 
Craviotto; Standing (left to right) 
Jorge Anibal Bisi; Oscar A. Maisto; 
Julio Cesar Diaz; Pedro Saizar, Treas- 
vrer of A.O.A.; and Roberto Kohan. 


Below: Marcus H. Burton, of Washing- 
ton, D. C. 

















Above: Oliver Applegate, Professor of 
Prosthetic Dentistry at the University of 
Michigan School of Dentistry. 

Below: Carl O. Flagstad, Chairman of the 
American Dental Association's Committee 
on Legislation, discusses legislative re- 
sults with Sterling V. Mead, President of 
the Association. 
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Above: Dental faculty mem- 
bers of the University of De- 
troit and Cleveland's Western 
Reserve University are (left 
to right): Chester Perry, Uni- 
versity of Detroit; George 
Gardner, Western Reserve 
University; Steven Applegate, 
University of Detroit; and 
William Hurst, Western Re- 
serve University. 





Above: Jeseph M. 
Hewley and M. L. 
Liewellyn, President 
of the Alabama State 
Dental Society. 


* 


Right: (Left te right) 
S$. Marshall Weever, 
of Cleveland; Homer 
Butts, of Pittsburgh; 
and Myron C. Roberts, 
of Buffale, New York. 
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Sohn Weinhold (left) and 
“Krogh Poulson (right) talk 
"ef Denmark with Cari Bis- 
ison, star of the musical 
. motion picture world, 
‘while visiting in Chicago. 
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George Edward Hill ill, - 
Editor of the New York 

World Telegram, was in- 

troduced by Daniel F. 

Lynch (right) when he ad- 

dressed dental veterans at 

a dinner given by the 

District of Columbia Dental 

Society during its annual 

Postgraduate Clinic. 





<. € Tuttle, of Wichita, 
President of the Kansas 
State Board, checks the 
_ fester of the American 
‘Bental Association with 
Gordon Teall, Secretary of 
the Kansas Board, and D. — * 
W. McKinnon, member of si 





the Missouri State Board 
eof Dental Examiners. 
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Editorial Comment 














**Cive me the liberty to know, to utter, and to argue freely 
according to my conscience above all liberties.”’ John Milton 


LIBERALIZE THE HEALTH PROVISIONS IN THE TAX LAWS 


IN GENERAL the federal income tax laws are eminently fair to all tax- 
payers. Most of us, of course, sputter and complain of some of the pro- 
visions. We should all like more deductible items and a lower tax rate. 
The Congress is making a reduction in the individual rate of income 
tax. A change should be made also in the deductions allowed for health 
expenditures. Under the present law only that portion of the health 
expenditures that exceeds 5 per cent of the adjusted gross income is 
deductible. There are also maximum deductions that are allowable; 
$1250 for single persons, $2500 for married persons. Both the 5 per 
cent exclusion and maximum deduction clauses for health expenditures 
should be removed. 

If the proposal for tax reform came from someone outside the health 
field it might be better received. Coming as it does from a dental pub- 
lication it might appear as a plea for special privilege for dentists and 
physicians. It is not our intention to ask for special favors for health 
workers. It is quite likely that if the 5 per cent exclusion clause were 
removed and all health expenditures were deductible in any amount 
people would spend more money for health care and would thereby 
increase the income of dentists and physicians. They in turn would pay 
taxes on this increased income. The important point, however, is that 
people would be spending money for their own welfare. 

Whatever people spend for their well-being relieves the government 
of part of the responsibility for subsidizing health activities. If a 
citizen pays money out of his own pocket for the prevention, detection, 
or care of any disease he relieves a governmental agency of that ex- 
pense. When people cannot pay for health care they go without or 
become wards of society and the costs of care are paid by their families 
or from tax funds. If a person goes without attention he dies or becomes 
disabled and infirm. In either case he is neither a taxpayer nor a pro- 
ducer. Whatever contribution he might have made to society is lost. 
In many such cases the disabled one lives upon the bounty of his family 
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or by some form of subsidy from government. If he is supported within 
the family group the expense is certain to be more than $500 a year 
which is allowed for dependents and the actual medical care costs are 
likely to be more than 5 per cent of the gross adjusted income of the 
taxpayer who is supporting him. We all know that many families are 
required to mortgage their future security by having to support a 
dependent. In such cases a $500 deduction for the dependent is not 
enough and certainly all outlay for medical care should be deductible. 

Under the provisions of the internal revenue laws contributions to 
established philanthropic and social agencies are deductible provided 
that they do not exceed 15 per cent of the taxpayer’s adjusted gross 
income. This is a fair provision. It means that a person may give gen- 
erously to a non-personal cause—a church, a scientific or educational 
institution, the Red Cross, a community chest, or a favorite philan- 
thropy, and take a deduction from his tax return. But a person cannot 
pay out money for his own health or welfare or that of members of 
his family and be allowed a deduction unless the amount exceeds 5 per 
cent of his adjusted gross income. In the case of contributions the tax- 
payer is allowed deductions up to 15 per cent of his adjusted gross 
income. In the case of service for himself or family he is allowed de- 
ductions only after the expense exceeds 5 per cent of adjusted gross 
income. 

To make all health expenditures deductible is by no means the single 
answer to the many problems in public health. It is only one facet of 
the subject. Public health programs of research, education, and pre- 
vention will require expansion and government subsidy. In the field 
of actual direct treatment, however, the government has never been 
too expert. Most of us feel that people can be better served under the 
institution of personal practice and most of the public is in agreement. 
No mass production clinic, regardless of how efficiently organized it 
is, will satisfy the inner demands of people for personalized health 
service. We can encourage our people to be more self-reliant, more 
willing to seek early diagnosis and treatment, more agreeable to spend 
money for their own welfare if they know that their government recog- 
nizes the importance and value of health service to the extent of making 
expenditures for all such services tax deductible. 
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“Technique of tee Mouth 


Conducted by W. EARLE CRAIG, D.D.S. 
Drawings by Dorothy Sterling 
























A Method of Taking Impressions for Crowns 


and Inlays Without Distortion of Margins 
By RAYMOND K. HYDE, D.D.S. 
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{ 2 3} 
The tooth prepared for a Select and fit a copper Using a bur, drill a hole 
cast hollow metal crown. band on the tooth. on either side of the top 


of the band, 
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5) ~\ 6 
Thread copper wire The impression may be Take an impression of the 
through the holes to make removed easily with no prepared tooth. 


a loop handle. danger of sticking or dis- 
tortion, 7 
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Please communicate directly with the Department Editors, V. Clyde Smedley, 
D.D.S., and George R. Warner, M.D., D.D.S., 1206 Republic Building, Denver, 
Colorado, enclosing postage for a personal reply. 


Absorbed Ridge 


Q.—I have a patient about sixty years 
of age for whom I must construct full 
upper and lower dentures. His teeth 
have been extracted for many years and 
the patient has not worn a lower den- 
ture. The ridge is much absorbed and 
the tissue is attached from left to right, 
almost to the top of the ridge, buccally 
and labially. In high tongue position, 
the floor of the mouth comes up to the 
top of the ridge. 

To create a ridge on the buccal and 
labial sides, do you sever the tissue al- 
most down to the periosteum? Do you 
cut directly through the lower part of 
the cord attaching the muscle to the 
ridge? Approximately how far down 
from the top of the ridge do you start 
to sever the tissue? 

The patient dreads the postoperative 
effect. Would anesthetic paste placed on 
the new denture help? 

Do you think creating the additional 
ridge buccally and labially would give 
sufficient stability to the lower den- 
ture? In constructing the denture, would 
you bead the buccal and labial to allow 
for tissue shrinkage after the severance? 

Are you now using all acrylic teeth 
for full upper and lower dentures? — 


H. H., New York. 

A.—In the operation that we 
use to lower the labial and buccal 
mandibular muscle attachments, 
the incision is made near the crest 
of the ridge clear through the pe- 
riosteum. The periosteum with its 
overlying tissue is detached from 
the bone so completely that the new 
denture, which is complete and 
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ready for insertion before incision 
is made, will extend the tissue and 
attachments to their correct posi- 
tion. This leaves a gap between the 
edges of the incision to be filled 
with a blood clot, followed by 
granulation tissue, and later by 
normal gingival tissue. 

Your patient is correct in dread- 
ing the postoperative effect. He is 
likely to be uncomfortable for two 
or three weeks. I make it a prac- 
tice to see my patients every day or 
two for postoperative care, usually 
for about three weeks. At these sub- 
sequent appointments the anes- 
thetic paste probably would be 
helpful. I feel that nothing should 
be put under the denture that 
might interfere with the entire 
space being filled with blood clot 
the first day. 

It is of course of vital impor- 
tance that the denture should be 
kept in and kept seated during the 
entire healing period with the ex- 
ception of the necessary removals 
for cleansing. 

I am still using porcelain teeth 
for most full upper and lower den- 
tures. I use acrylic teeth when they 
occlude with natural teeth or gold 
occlusal surfaces to avoid excessive 
wear by porcelain. When I do so I 
caution patients that the acrylic 
teeth will wear instead and prob- 
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ably will need to be replaced in a 
year or two.—V. CLYDE SMEDLEY. 


Correct Bite Opening 


Q.—I am sending plaster casts of a 
set of dentures which I made about 
three months ago. The patient had had 
immediate dentures which I did not 
make. She had worn them for a year, 
but was never able to eat with them. 

A short time before her teeth were 
extracted, while I was examining her 
teeth on the left side, the head of the 
condyle on the right side, slipped for- 
ward and locked. My assistant and I 
both tried to put it back but could not. 
Three physicians tried to replace it be- 
fore they finally gave her a general 
anesthetic. This has made her nervous 
and fearful of a repetition of the same 
experience. 

The dentures I have made for her 
are satisfactory except that after wear- 
ing them a few hours her jaws ache and 
she has the feeling that the dentures 
are going to fly out of place. 

I felt sure there had been some 
shortening of the vertical dimension 
since the teeth were extracted. There- 
fore, I lengthened it 4 mm. Do you 
think this could be the cause of her 
discomfort? If so, how much would you 
suggest that I shorten the bite? The 
anteriors do not show too much as they 
are, so if we shorten the bite we will 
have to make a deep overbite of the 
anteriors. What type of setup would 
you suggest here? | 

On the old dentures the back teeth 
are off the ridge as well as much off of 
normal occlusion. The new ones are on 
the ridge and the dentures are stable, 
which no doubt accounts for the com- 
fort she has when eating. She does not 
like this setup, however, and wants me 
to rearrange them like the old dentures. 
In case I should do this, do you think 
they would continue to give service? I 
have told the patient that I did not 
think that they would, but I should like 
to have your opinion. 

Your suggestion will be greatly ap- 
preciated.—F. M. W., Indiana. 


A.—The method I would aug 
gest you should use to establis 
the correct bite opening in this case 
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is to record the position of the 
chin in relation to the nose when 
the jaw is in a relaxed position. 
This position can be secured by 
having the patient say “M” with 
one or both dentures out to be as- 
sured of no tooth bearing or guid- 
ance. The teeth should be set on 
new dentures about 3 mm. short 
of this relaxed position. 

When it seems necessary, to pro- 
vide tongue room or for any other 
reason, to set the teeth wider than 
directly over the ridges, I have 
sometimes resorted to the expedi- 
ent of tipping the posterior teeth 
in such a way that the heaviest oc- 
clusal contact is toward the lin- 
gual of the teeth; throwing the 
buccal cusps slightly out of con- 
tact. 

Thus, even though the teeth may 
be set slightly buccal to the center 
of the ridges, occlusal stress may 
still be directed squarely over the 
ridges.—V. CLYDE SMEDLEY. 


Discolored Roentgenograms 


Q.—Please tell me what causes the 
brown film on roentgenograms. The 
temperature of the developer and fixer 
is always about 68° F. and both the de- 
veloper and fixer are changed frequent- 
ly. The films are washed thoroughly 
after being taken out of the developer 
and after being taken out of the fixer. 

This discoloration only occurs once 
in a while.—R. L. C., New York. 

A.—If developing standard 
x-ray films, use clean developing 
and fixing solutions in clean tanks, 
wash films at least thirty seconds 
between developer and fixer, fix 
for at least ten minutes, and wash 
in clear water for at least an hour, 
with temperatures not above 70° 
F’. The film should be handled only 
with rubber-protected fingers. If 
this procedure is followed, there 
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DENTA PEARL CYCLO-MOLD TEETH © JUSTI-TONE T-3 + FILM-AC 
MUCO-SEAL Fluorescent ACRYNAMEL, STAINS and ACCESSORIES 





478. Important MUCO-SEAL note: During warm weather or in a warm 
office, MUCO-SEAL LIQUID should be cooled by keeping bottle in 
refrigerator or immersing in cold tap water before using.—Assures 
adequate mixing and working time. 


479. In 343 JUSTI-FACTS we reported on six full upper and lower 
DENTA PEARL dentures. The patients were selected pete for 
the hard use they would give the teeth. ‘ 





480. Today, three years later, these dentures are still in constant use, the 
patients are still using them, and the teeth definitely do not need ~ 
replacing due to wear. 





481. Despite the constant hearty use of the dentures, it appears that they 
will have an additional life more than equal to the life they have 
already enjoyed. These DENTA PEARL teeth are not wearing out. 





482. Other observations follow: 


a. The teeth are in good balanced occlusion. 


b. The lowers made by the MUCO-SEAL technic are still reten- 
tive to the first, second and third degree. 


c. The teeth have been kept clean and they are still polished 
looking. 











d. The patients have had less than a single denture adjustment 
apiece during these three years. 





483. Kindness to the tissues, maintenance of balanced occlusion, absence 
of occlusal shock, all add up to patient happiness with DENTA 
PEARL teeth. 
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should be no _ discoloration.— 
GeorcE R. WARNER. 


Names on Dentures 


Q.—I have seen typewritten names 
and serial numbers on G. I. dentures. 
How is this accomplished during the 
processing of a denture?—A. O. D., 
Massachusetts. 

A.—This may be accomplished 
in several different ways. One way 
is to typewrite the data on any 
paper. Cut out a small piece of pa- 
- per with typewriting on it. Cut 
a strip of air-chamber metal the 
same size. Trial pack over the air- 
chamber and any paper strip. Re- 
move the metal, leaving the paper 
imbedded in acrylic with typewrit- 
ing visible. Fill the space left by 
the removal of the metal with clear 
acrylic, close the flask, and proc- 
ess.—V. CLYDE SMEDLEY. 





















THE DENTAL 
ADMINISTRATION OF 


NITROUS OXIDE-OXYGEN 





72-PAGE BOOK 
(cloth bound) 
hy 

Julia Baines, R. N. 
Here’s a volume that fills a long-standing 
need for a practical guide to intelligent 
gas anesthesia for dental purposes. e 
book carries the reader through every 
phase of dental gas anesthesia from the 
reception room—through the preparation 
and induction—into the operative state 


and back to the reception room—explain- 
ing and suggesting means for coping with 


at A contingency. 

e shall be glad agen om ne ha 
this book upon receipt of your check for 
$3.00 


THE OHIO CHEMICAL & MFG. CO. 


1400 East Washington Ave. 
MADISON 3, WIS. 
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Ethyl Chloride 


Q.—I often use a spray of ethyl chlo- 
ride topically on the area of a deciduous 
tooth that I intend to extract. I should 
appreciate your informing me whether 
or not there is any danger in this pro- 
cedure. Several of these topical spray- 
ings seemed to have the effect of a gen- 
eral anesthetic on the patients for about 
thirty to sixty seconds. Is there any 
harm in this, and, if so, what precau- 
tions should I take?—A. J. S., New 
York. 

A.—tThe slight general anesthe- 
sia which you notice when using 
ethyl chloride topically can do no 
possible harm. Ethyl chloride is 
rather widely used as a general 
anesthetic by physicians and den- 
tists; its use being confined to 
short operations. There is one den- 
tist in tame who uses it for re- 
moval of children’s teeth or incis- 
ing abscesses. He reports good re- 
sults. However, one must remem- 
ber that it produces muscular 
spasms and must be given cau- 
tiously and only for short opera- 
tions.—GEORGE R. WARNER. 


Sensitive Devitalized Tooth 


Q.—In all your experience, have you 
known of a case where a devitalized 
tooth, with the root canal filled, was 
still sensitive to cold?—S. G., New 
York. 


A.—Yes, and I have even had 
a patient who suffered an acute 
toothache in an edentulous area of 
his lower jaw when the source of 
his pain was a badly decayed up- 
per bicuspid. For your patient 
with a sensitive devitalized tooth. 
{ would suggest that you examine 
all adjacent teeth and even the 
teeth in the other jaw before ac- 
cepting the patient’s statement that 
the devitalized tooth is sensitive to 
cold. It could easily be sensitive to 
pressure or percussion, of course. 
—V. CLYDE SMEDLEY. 
























PEN-TROCHES CUTTER... Made dry and sealed DRY for 


stability — offer better control of oral infections. 





“Penicillin. ..is very labile, deteriorating 
rapidly in the presence of moisture ...”* 


To avoid this ‘‘water hazard,” Cutter 
gives Pen-Troches double- protection: 


(1) By massing Pen-Troches 
without water. 

.2) By sealing them in moisture- 
proof, single-prescription 
vials. 

Pen-Troches are a specific in treating 
Vincent's, and useful in the treatment 
of any peniciliin-sensitive infections 
that the saliva can reach. 


Each troche contains 1000 units of 
penicillin, compounded in a hard, 
slowly soluble tablet. Placed between 


*Marsh, David Fielding 
Modern Medicine 14 :8 :83-91, Aug. 1946 


gum and cheek, a Pen-Troche should 
last up to two full hours. 
Convenient for your patients — 
specific for your practice! May we 
suggest you specify Pen-Troches 
in the original moisture-proof vial. 


CUTTER LABORATORIES 
Berkeley, California «e Chicago « New York 
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REJUVENATE THE TAX LAW’S HEALTH PROVISIONS 
(Continued from 1223) 


able year. In other words, if the 
present tax year and the one im- 
mediately succeeding it are looked 
upon as a unit, the amount of 
health expense deduction would be 
the same under the “carry-over” 
and “elimination” schemes. The 
government may benefit slightly 
_ (and, conversely, the taxpayer may 
be hurt economically to a small 
degree) in that the taxpayer’s net 
income for the first year may fall 


into the next higher tax bracket J 


because of the government’s re- @ 


fusal to allow the total health de- © 
duction to be made in one year. | 

The Congress must do some- | 
thing about medical and dental 
“relief.” How it goes about doing 7 
it is not nearly so important as its 7 
earnest desire (and consequent 
“follow through”) to increase the 
health deduction. 


100 West 42nd Street 
New York 18 


SO YOU KNOW SOMETHING ABOUT DENTISTRY! 
Answers to Quiz XXXIV 
(See page 1205 for questions) 


1. Resorption. (Anthony, L. P.: 
The American Textbook of 
Prosthetic Dentistry, Lea & 
Febiger, 7th Edition, 1942, 
page 127) 

2. (c) retard. (Mustermann, H. 
W.: Principles and Practice 
of X-Ray Technic and Inter- 
pretation, Dental Items of In- 
terest, 1945, page 137) 

3. (c) less. (Accepted Dental 
Remedies, 11th Edition, Amer- 
ican Dental Association, 1945, 
page 38) 

4. (c) concave. (Anthony, L. P.: 
The American Textbook of 
Prosthetic Dentistry, Lea & 
Febiger, 7th Edition, 1942, 


page 17) 
5. (a) radicular cyst, (b) follic- 
ular cyst, (c) granuloma. 


(Mustermann, H. W.: Princi- 
ples and Practice of X-Ray 
Technic and _ Interpretation, 


Dental Items of Interest, 1945, 
pages 166-198) 

6. (a) copper, (c) antimony, (e) 
tin. (Anthony, L. P.: The 
American Textbook of Pros- 
thetic Dentistry, Lea & Febi- 
ger, 7th Edition, 1942, page 
484) 

7. (c) canines. (Hill, T. J.: Oral 
Pathology, Lea & Febiger, 3rd 
Edition, 1945, page 37) 

8. (a) greater. (Accepted Den- 
tal Remedies, llth Edition, 
American Dental Association, 
1945, page 119) 

9. (c) young people. (Hill, T. J.: 
Oral Pathology, Lea & Febi- 
ger, 3rd Edition, 1945, page 
139) : 

10. (b) two weeks. (Mustermann, _ 
H. W.: Principles and Prac- — 
tice of X-Ray Technic and In- ~ 
terpretation, Dental Items of — 
Interest, 1945, page 8) 
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The Genius of Chemistry... 


@ The genius of chemistry is revealed in compounding and balancing a 
complex formula—a formula which has not one, not two, not three, not four 
or five, but all the characteristics of a modern denture base material. 


Then—and then only—do you have a balanced formula. 
lilustrated above is the wheel of The Balanced Acrylic—Kerr Crystolex 102. 


in Kerr Crystolex 102 you have the acrylic with ali of these characteristics properly balanced — 
1. Accuracy (Fit)—The first essential in any balanced formula. 


2. Durability — This means strength, toughness, stability. For stability, such factors as water 
absorption, solubility, and freedom from distortion and warpage must be 
considered. 


3. Lifelike Appearance— Color, tissue texture, translucency—again, all three must be bal- 
anced for complete naturalness. 


4. Non-toxicity—Elementary requirements—freedom from irritation, from toxic ingredients 
and from taste. 


5. Working Properties—Iimportant to your laboratory's handling of any material. 


6. Uniformity — Once balanced, the formula must contain materials which process uniformly 
in each production batch. 


For complete patient satisfaction and trouble freedom, always specify The Balanced Acrylic 
—Kerr Crystolex 102. 


KERR 
Manufacturing Co. 


DETROIT 68, MICH. 
Established 1891 
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A teacher was giving her class a lec- 
ture on charity. “Willie,” she said, “if 
I saw a boy beating a donkey and stop- 
ped him, what virtue would I be show- 
ing?” 

Willie (promptly): “Brotherly love.” 

* 


A young man and his fiancee had 
wed and were spending their honey- 
moon at a large hotel. When bedtime 
came the bride went to bed and the 
groom sat by the window and gazed at 
the moon and stars. The bride called to 
him and asked: “Why don’t you come 
to bed?” 

Replied he: “My mother told me my 
wedding night would be the most beau- 
tiful night of my life, and I’m not go- 
ing to miss a minute of it.” 

* 

Young man: “Sir, I’ve come to say 
that your daughter says she loves me.” 

Papa: “Aaah yes, and you want my 
permission to marry her?” 

Young man: “No sir, I want you to 
make her behave.” 


* 
He: “Why are you suing your boss 
for damages?” 
She: “Because he was so bow-legged, 
I fell through his lap.” 


“But, Betty, don’t you trust me?” 

“Yes, Lloyd, I’ll go to the ends of the 
earth with you; but I absolutely refuse 
to park on the way.” 

* 

“T see in the paper that a widower 
with nine children out in Iowa has mar- 
ried a widow with seven children.” 

“That wasn’t a marriage, that was a 
merger.” 

* 

A visitor at the Capitol was accom- 
panied by his small son. The boy watch- 
ed from the gallery when the House 
came to order. 

“Why did the minister pray for all 
those men, Daddy?” 

“He didn’t. He looked them over and 
prayed for the country.” 





THE FINEST 
ULTRA-VIOLET RAY 





EQUIPMENT 


Santlite 


1500 SANGAMON AVE. 





SPRINGFIELD, ILLINOIS 















LOOK TO THE LEADER 





Champion Vulcanite Burs—52 years is a long record of endurance. U. 5. 
Champion Vulcanite Burs have stood the test. They are scientifically de- 
signed to cut keenly through any Denture Material. 


Try them — Buy them from your Dealer — $5.00 dozen 
THE U. S. DENTAL MFG. CO., Box 1054, Cleveland 2, Ohio 
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“MY PET PATIENT,” says Dr. H.B.S., “isa 
12-year-old schoolboy with the temper of a 
wild cat and the kick of a mule. 

“But his tantrums disappear when I spray 
his mouth with Cépacol, the foaming 
detergent solution that rapidly kills most 
bacteria common to the oral cavity, yet is 
safe for everyday oral hygiene. He calls it 
‘recess time,’ and says, 


"*'Gee, Cépacol sure tastes 
















swell!’ ’? 


Alkaline Germicidal Solution 


SRA 


THE WM. S. MERRELL COMPANY, CINCINNATI, U. S. A, 





WHENEVER NUTRIENT INTAKE 





MUST BE MAINTAINED 


Following multiple exodontia or ex- 
tensive oral surgical procedures, the 
nutritional state must be maintained 
to encourage rapid wound healing. 
Furthermore, during the period when 
mastication is impossible, liquid feed- 
ings of acceptable composition must 
be prescribed to satisfy hunger. 

The nutritious food drink made by 
mixing Ovaltine with milk finds wide 
applicability when liquid feedings are 
required. It provides a wealth of es- 


sential nutrients in readily digestible 
form, and caloric food energy to allay 
hunger. This dietary supplement pro- 
vides biologically adequate protein, 
readily utilized carbohydrate, easily 
emulsified fat, B-complex vitaminseas 
well as ascorbic acid and vitamins A 
and D, and the essential minerals cal- 
cium, phosphorus, copper and iron. 
Patients enjoy its delicious taste, and 
drink it with relish hot or cold two 
or three times daily as required. 


THE WANDER COMPANY, 360 N. MICHIGAN AVE., CHICAGO 1, ILL. 
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*Based on average reported values for milk. 
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Three servings daily of Ovaltine, each made of 
Y2 oz. of Ovaltine and 8 oz. of whole milk,* provide: 








669  VITAMINA................ 3000 1.U. 
32.1Gm.  VITAMINB;............... 1.16 mg. 
31.5Gm.  RIBOFLAVIN............... 2.00 mg. 

94 ae copediceuerean 


i ee ee ee 




















in an inevitable trend toward Sane ee ’ 
safety and satisfaction 











Pelton Model 41-FL Autoclave 
and Cabinet Sterilizer 





See it at your dealer’s or write for further details 


PROFESSIONAL EQUIPMENT SINCE 1900 


THE PELTON 64 “CRANE: CQO,; BOETFROIT 2; MICH 



































Variable angle brush head reaches 


COUPON pa 
those hard-to-brush spots. Special Professional Offer 


Interdental massage point aids in care | 2 CLEAN-BE-TWEEN HANDLES 
Wik hs cinee temen, 2 CLEAN-BE-TWEEN REFILLS $] 
e investing tissues. 2 INTERDENTAL MASSAGE POINTS 7 
When the toothbrush bristles become | State Texture Desired: ...............------0-- 


worn, simply replace the old brush head with a 


new refill. . . at a fraction of the cost of a new Mail CLEAN-BE-TWEEN Toothbrush Co., Dept. OH 


goemp Dy soe hard, hard, medium, soft and $1 to: 1608 N. Vermont Ave., Los Angeles 27, Calif. 


CLEAN-BE-TWEEN | pee 


PG SS a. eee anes RRR STE a ; 
Adjustable and Refillable Toothbrush 

















PROMPT ACT, 
SURFACAINE TOPICAL 712° * 
ee Anesthetics, Ben: 
ol.and Benzocaine Benzoate in 
L Topical Anesthesiz....51.00 
DUCTS C0., AKRON Il, OHIO 




























AVOID WASTE—Ali Gold can be recovered! 


HOLG GOLD GRINDING CATCHER "3 ‘Sir 


A practical device with a clear guard shield in which you do all of your 
grinding and finishing of gold restorations. Clamps on the bracket tray, 
headrest. Stays where placed. Prevents work from dropping on the floor and 
searching for inlays. Also used when trimming impressions and plates. No 
dirt or dust on the patient’s and operator’s clothes. Worth-while economy in 













good times and BAD. The gold grindings saved pay for it in a short time. 6 
if your dealer cannot supply, order direct. Send for it now. Costs but $4.50. 

CHED LABORATORIES 29 E. MADISON ST. CHICAGO 7 

Ci 

DRESS Lilndity in (B) P 

A SMARTER -LOOKING SMOCK ‘aie 

q : a 

- LOOK CUSL0 LL Aull e 7 : 

longer / ; 
Our guarantee: (A) Every day every patient judges 
Your money back if you by personal appearance. So why not 
lau fae otis i. treat yourself to lustrous, silky-white, 

ever been in your life 2-ply sanforized poplin smocks? Com- |] 

; booked, by 25 fortable collar, pleated back with set- ] 

ay a now in belt. Laundry-proof snap fasteners F 


make it easy to slip on and off in a jif- 
fy. Roomy armholes and pocket. Three- 
quarter sleeves. Sizes 34 to 46. Illustrated below at $4.95. | 

(B) You'll live in and love this professionally approved 
_ wrap-around smock. Set-in belt, breast pocket. Laundry proof 
~ fasteners. Fashioned from 2-ply sanforized famous Indian Head 
7. cloth. Sizes 34 to 46. Illustrated above at $3.95. 


oe NO-RISK COUPON TODAY ~~~: 








FULLER UNIFORM CO., 200914 Main St., Dallas, Texas | j 
Send... « BRMEMS BC Biccvicccvcssevesocecscess Check enclosed [J | 4 
On Open Account [] C.O.D. [J Size ... ccc cece c cece cence eneenneeee q 


CCOCECHOSC SECC HOH SHEHOSEHSHESEHSHEEHHOHESHEHRSEHRFCSSCOHSSESeBeeteeteeeaerer ee 
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From These 6 Basic Shades of 


GORHORT SYNTHAY SYMPLEX 
You Get Fine PORCELAINS and ACRYLICS 


GARHART SYNTHAY SYMPLEX CEMENT No. 1 is pure 
white—the result of many years of chemical and 
physical experimentation and clinical testing. Be- 
cause of its pure whiteness Garhart Synthay Sym- 
plex Cement #1 is the outstanding cement for 
acrylic work. Cement #11 is a special shade in- 
dicated for ceramics, die-making or cementing 
acrylic and porcelain jacket crowns. 















Product of modern dental chemistry, Garhart Syn- 
thay Symplex Cement is the improved opaque type 
of silicate—stronger, harder and more resistant to 
erosive action of saliva. Order your supply now! 


SYNTHAY SYMPLEX 


7" Powder Portion, ea.......... $2.00 
Liquid Portion, ea. ......... 1.00. 
Assorted Packages, 4 powder por- Mail Coupon to Your Dealer or 
tions and 2 liquid portions.. 8.50 Direct to Garhart 
Illustration is Garhart Cement, 12 E* Gamat cues a ee 


GARHART Dental Specialty 

34 Union Square, Somerville Pg Mass. 
Send me the SYNTHAY SYMPLEX As- 
sorted Package (4 powder portions oe 2 
liquid portions) at $8.50 through dealer 
listed below. 


portion size, 25% pure copper, sold 
at no extra cost. 


GARHART 


Fine Filling Materials 
Since 1892 
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THAT THE 


a “FAMILY” 
SIMILARITY 
OF TEETH 
PERSISTS 





FIVE-PHASE 


ANTERIORS 


OF 


OMPANY > 48th at 


Timea ee he Eo at Ot qe aot fe Eat ale 


By applying the Laws of Heredity to pros- 
thetic Dentistry, a scientific method for 
| selecting and arranging teeth avoids all 
possibility of “stereotyped” dentures. 
When no pre-extraction record is avail- 
able for the edentulous patient, the denti- 
tien of a brother, sister, child or granchild 
presents a “living” record of the probable 
“family” pattern of inherited labial char- 
acteristics. 
The Family Trait Recorder is the instru- 
-ment to facilitate such a procedure—Five- 
Phase Anteriors have the “living” labial 
characters and porcelain required to re- 
produce the esthetic composition of the 
BE SURE TO SPECIFY WITH THE 
VERI-CHROME COLOR GUIDE 


_ ( aithsconen teal denture. 


oe ‘Five-Phase Anteriors alone, possess the “living” — 
s _ Individuality of natural teeth . . . a co-ordinate 
Size system and coacting proximal surfaces to 
make this type of tooth selection and arrangement 
ossible ‘end practical ... « Veri-chrome Porcelain 
and ‘netural tooth colors to duplicate tooth struc- 
ture in depth, refraction and dev ssa | 
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“MIRACLE GLASS” 
DENTAL GARMENTS 


Perm? eo PROTECTION! 
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INDIAN HEAD 
DIAMOND POINTS and WHEELS 
DRASTICALLY REPRICED to 

SAVE MONEY FOR YOU! 


HTT 


201 23! 208 218 236 250 251 £252 227 — — 213 219 223 226 
$50 8.00 9.00 9.00 650 650 7.00 9.00 6.50 3.00 5.50 6.50' 6.50 





These and 
other Points— 


229 235 232225 239247 238243 243S 221.242 222 3 Eac 
6.50 6.50 6.50 6.50 6.506.50 6.50 6.50 6.50 6.50 6.50650 | 





These Wheels 


$4.15 
Each 

We save money on 

quantity produc- 





266 2 
¥_" Diameter ¥," 
10.00 9.00 





tion and pass this 
saving right on to you. 


UBECO Products are bet- 


ter for less money. 





Write for complete, mon- 


2 : ; 
Va 4° ey-saving, illustrated cat- 


12.00 10.00 alog. 





For Sale by Good Dealers Everywhere 


UNION BROACH CO., INC. 
37 West 20th Street New York 11, N. Y. 




















DUAL CONTROL means reassurance for the 
novice pilot—and less tisk of accidents. 


tection from “accidents” provided by ~ 
Wernet’s Powder during the awkward 
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Correction of faulty dietary habits and 
fads, or of plain ignorance with regard to 
essential dietary needs, does not always 
succeed for long. Reinforcement with vitae 
min supplements is clearly indicated in such 
cases as well as in patients whose business, 
‘working or home conditions or whose 
therapeutic diets make adequate vitamin 
intake difficult... One small, easy to 
swallow Pluravit pellet supplies more than 
the daily requirement of vitamins A, By, C, 
D and nicotinamide and the minimum daily 
requirement of Bz (G): 
SIE OR enenicceotinevernasess 


Vitamin B 
I Been ccnscccsisceniccocmsstosciinvonssisonseess 


were eet 
POPSET RESTS RE HESSOEOSO SC SHH TETAS THEE H EES 
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BOTTLES OF 30 AND 100 PELLETS 


PLURAVIT belt 


HEM — COMPANY 


New Y 


PLURAVIT, trademark Reg. U. S. Pat. Off. & Canada 
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Simpson’s Queen 
Anne Sanforized 
Poplin, 3 for $15.80 


Indian Head Suiting, 
Sanforized Shrunk 
3 for $12.10 


a. 
a: 


Illustrated here is one of the many 
models in our Ready-to-wear line styled 
for appearance, comfort, and free ac- 
tion . . . made of either of two Nation- 
ally advertised materials. The model 
shown is furnished with Scovill rust 
and laundry-proof Gripper fasteners. 
For details of this complete line, write 
for Catalog OD-1. 


SMARTLY 


ED IN THE 
ST FABRICS 


STYLE 204 


Sizes 12- 42 


Just one of many flattering Ready-to- 
wear models combining crisp profes- 
sional appearance with comfort and 
free movement. Made of Simpson’s 
Soulette 2-ply Combed Poplin for long 
service through many launderings. 
Note how our stylists have designed 
this dress for easy laundering without 
sacrifice of charm. When available, we 
will offer several styles made of Koda 
(Diagonal) Rayon. Send today for la- 
test Style Book ON. 


Doctor: We offer many more styles in our TAILORED-TO- 
MEASURE Line, giving you choice from a wide selection 
of Nationally advertised materials like Broadcloth, Gab- 
ardines, various weights of Poplins and Rayons. You also 
have unlimited choice of sleeve and garment lengths, 
collar sizes, and fastener equipment. For details and sam- 
ples of this complete line write for Catalog O.D.-2. 


MANHATTAN UNIFORM 
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Fo nelekiaMe- Wastalels 
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o insure satisfactory service from a bridge—and 
particularly an anterior bridge constructed with porce- 
ain incisals—the articulation should always be care- 
ully checked and the bite balanced before the patient 
s dismissed. 


This is especially true since it has become more 
or less common to construct bridges from a partial 
mpression and with only a “snap” bite. Bridges so 
onstructed will be in articulation only by accident. 
ull mouth models are essential if the technician is 
o correctly articulate a bridge case—on an articulator 
apable of duplicating all motions of the jaw. Other- 
ise it becomes necessary for the dentist to articulate 
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the bridge. In either case one should always be sure, 
before dismissing the patient, that no motion of the 
jaw can concentrate its full force on an anterior bridge 
tooth during the process of mastication. 


Steele’s P.B.E. (porcelain biting edge) interchange- 
able facings are being increasingly used; and when 
the shock of impact on a single tooth is avoided, 
bridges made with P.B.E. facings are completely serv- 
iceable—as well as the last word esthetically. 


THE COLUMBUS DENTAL MFG. CO. © COLUMBUS 6, OHIO 
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REPAIRED 
WITH 
Moldpac REPAIR 
ACRYLIC 
@ NO WAXING @NO MIXING 
@NO PRESSURE @NO POROSITY 
Moldpac Repair Acrylic is a plastic, 
developed to simplify the repair of all 
types of fractures and tooth replacement. 


Although specifically made for acrylic re- 


pairs, Moldpac is also a highly satisfactory 





repair material for other types of plastics. 


Available in two colors, light and dark, as 


CAMPHO- fam | °°" 


Introductory 12-unit package, $5.00 


PHENIQUE Money back tf not completely satisfied 
THROUGH YOUR DEALER 


(Phenol 4.75%, Camphor 10.85% THE MCTLOID COMPANY, INC. 


in an Aromatic Mineral Oil Base) 325 WEST HURON STREET+ CHICAGO 10. ILLINO 


combines Analgesic 


Antipruritic and | BENDICK POLISH 
Antiseptic Properties | 


This splendid camphor and 
phenol formula has long been 
a favorite of the profession for 
its beneficial action on in- 
flamed, irritated, or edema- 
tous gum and oral mucous 
membrane. It works as a mild 
surface anesthetic to relieve 
pain, and combats swelling 
and secondary infection. 
Apply with saturated cot- @ For metal or plates. Gives highest luster to 


cof $ acrylic, vulcanite, chrome, gold and platinum. 
on famapoe for relief in Bendick Polish leaves no greasy debris on 


Post-Extraction rH — = plates + on the buff, and when wee 

~ i umice, eliminates spattering on tech- 

Pest-Prophylaxis « Dry Sockets nician's gown. 3 oz. Size $.60. One Ib. Lab. 

Gum Lesions ¢ Stomatitis size $1.50. One oz. sample with each order. 
SEND FOR FREE BOTTLE Order from your dealer or use coupon. 

ee ee ee | Pees es seeee eee eeaeeea28% 


§ BENDICK CO., Lapeer, Mich : 
CAMPHO-PHENIQUE “ ’ : 
Dept. OH-7, Monticello, Illinois Please send Bendick All Purpose pote 


Please send me a free bottle of Campho- | g ish. () $.60 size. () $1.50 size. 
Phenique Antiseptic Dressing. Se 


Pe éanéaisé at 


i Street ' 

Address . eeee? $ i 
City | eer 
s 4 
“8 


5 Dealer's Name 
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COMPARE YOUR CABINET 


? @ Each drawer sealed against dust? 
, 5 








WITH THIS AMERICAN NO. 141-A .. . 


DOES IT @ A stainless, unbreakable, grooved working surface? 
@ Concealed bottle rack with 16 bottles? 


HA VE @ Handy end boxes for small parts storage? 


@ 18 noiseless, non-sticking drawers? 


@ 32 interchangeable glass trays? 
The No. 141-A has all these features and more. See it at your dealer today. 


42 AMERICAN 


CABINET COMPANY * 


TWO RIVERS 
WISCONSIN 
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£Div. of Hamilton Mig. Ca 


‘‘a lesson from the 


leather punch”) : 


Trubyte New Hue 2? 
Posteriors have the narrow 
est occlusal contact of ary 


artificial posterior. 

















The sharp, narrow occlusal 
contacts of Trubyte New 
Hue 20° Posteriors reduces 


the force required to crush 



















and shear food. This reduction 


of force minimizes pressure on 





the underlying ridge and adds 
to the patients comfort with dentures. 
Trubyte New Hue 20° Posteriors have 
other advantages too: relatively low cusps 
that st4bilize dentures and avoid interference in lateral 
movements. Trubyte New Hue 20° Posteriors have 


an ample food table and adequate escape-ways. 


You'll never know what satisfaction your 


if patients can enjoy until you standardize on 





trubyte 
rrow 
oy 20° POSTERIORS 


FOR ALL DENTURES 


THE DENTISTS’ SUPPLY COMPANY OF NEW YORK 

















TERS 


The Cleanser 
Prepared Exclusively for 


PROFESSIONAL USE! 















Exacting standards Cleans and polishes in one 

required by the dental operation. Saves time for you 
tain profession are fully and your assistant. 
met by the Sterodent Cleanser ORACLENZ strips teeth of 
formula. It is fast, efficient, mucine with a pleasant, quick 
dependable. Holds mouth rinse, prior to 
brush without spat- USE iT with the application of 
tering or flying. [OR ACEENZ) Sterodent Cleanser. 





Order Today 
from Your Dealer 





STERILE PRODUCTS CO. 
SAN DIEGO 1, CALIFORNIA 









Not Just Made... 
The Organs of Sex One of America’s leading roentgenologists 
Pre-marital Physical | after exhaustive tests and with our 
Examination oe x-ray ae, inter sur- 
. prise. ‘‘Apparently your apparatus can 
Advice to Honeymoon- § | take it,”’ he said—adding, “I pushed it a 
ers great deal harder than I ever would in 
The First Sex Act my own practice.’’ To ‘‘Take it’’ is what 
Frequency of Inter- we mean by FISCHER-BUILT. When you 
course want an x-ray that actually can ‘‘take 
Positions in Sex In- it,’’ remember the name FISCHER. In- 
tercourse (with rec- formation on request. 


ommendations) 


— of the Sex H. G. FISCHER & co. 

— and = Frig- 2323-2345 Wabansia Ave. 
OLIVER M. BUTTER- idit . . 
FIELD, Ph.D. Senual Maladjust Chicago 47, Illinois 


**‘Sound, simple, practi- 
cal, definite and detailed PB ance ol Orgasm 
information about sexual — Handicaps 
relations in marriage. x Fore-play and ‘ 
“Excellent, factual, clear, After-play M i t L E R s 


concise and accurate.”’ Sex Stimulation ELECTRIC HANDPIECE 


~ aan ee pee PROSTHETIC DENTISTRY 

on Marriage in Reader's “, 

Digest drew an overwheim- | SEX CHARTS Save your handpiece 

ing response from men and P Fi k 

women in every walk of § Male and female Pe or ora! wor 

life, here presents sound, sex anatomy ex- Ff. : -™ Lightweight, portable, the 

simple, practical, definite, § P/esmed with com- | ste a 28 time-saving Miller is used 

and detailed information plete set of excel- a 7 ' and recommended by 

about sexual relations in lent illustrations. | | a ely. ’ thousands of dentists and 

marriage. SER runs pee agree i | laboratory technicians. 

ie aT ewe 3 Price $2, incl. postage. § | uit 

Best Manual to 5-day Money-back i * Ask. your Dealer 

give. rs re vr State Guarantee. Send for for demonstration. 
page toeaae Catalog CHICAGO WHEEL & MFG. CO. 

EMERSON BOOKS, INC. 1101 W. Monroe St., Dept. OH, Chicago 7, Ml. 
Dept. 899-C, 251 W. 19th i New York 11 





Se 





















Prevent metal loss and get better 
castings with vertical-centrifugal 
' Vaughan Casting Machines 





Vaughan Casting Machines, now made by Torit, 
handle an exceptionally wide range of dental 
casting work. They are designed for quick starting, 
and revolve in a vertical plane. Metal flows in- 
stanfaneously and directly into the mold. Castings 
are accurate and solid, and no metal is lost. 


Vaughan Casting Machines are offered in two 
models: No. 19, for dental inlays and small cast- 
ings; and No. 31-A for general dental laboratory 
work, for all metals including platinum. For com- 
plete information and the latest TORIT Dental 
Catalog write: TORIT MANUFACTURING COM- 
PANY, 279 Walnut Street, St. Paul 2, Minnesota. 


horiteDental@lroaucts 

















Yes, doctor, a pulpectomy on a vital tooth will prove conclusively 
why the Profession so widely regards Novocain-Pontocaine-Cobefrin as the 
long-sought anesthetic answer for all difficult-to-anesthetize procedures. 


The very character of “NPC’S” anesthesia—its added depth, its 

marked density, its prolonged duration —will tell more eloquently than 
mere words ever could why it is the logical choice for those countless 
cases where hypersensitivity is a factor. 


Furthermore, the distinctive, truly outstanding difference you at once notice 
when operating under “NPC” anesthesia is accomplished without an 
“wrease in vasoconstrictor content or a perceptible decrease in patient 
) toleration—both highly important considerations. 


if p DEEP Avesthesia, LONG LASTING Anesthesia WITHOUT ADDED VASOCONSTRICTOR 


Qesh-Weite Laboratories, inc., 170 Varick Street, New York 13, N.Y. FS &. 















NEW 
Ivory Self-Retaining 
Cotton Roll Holders 


ORIGINAL PATTERN 


Designed by us and given to the 
U. S. Army-Navy in January, 1943. 


Now in production. 


ADULT SIZE 





Made right and left, any size roll may be 
used. The jaws clasp the rolls firmly be- 
tween the arms while adjusting, are quick- 
ly removed to get proper occlusion. 


To use—the handle is swung back un- 
der chin and so made SELF-RETAINING. 
When held by patient this form of handle 
is convenient as hand is out of way and 
Holder is not liable to be tilted out of 
place. 







Most Dealers 


J. W. IVORY 


Manufacturer 


Phila. 2, Pa. U.S.A. 








































IN QUALITY—Because only 

EMESCO engines give you all 

6: sturdiness—greater horsepower 
—higher speeds—reversible 
motor—six speeds--foot control. 


IN PERFORMANCE —Because 


superior quality means faster, 
smoother operation, longer life, 
satisfaction for dentist and 
patient. 


IN POPULARITY — Equally at 
home in laboratory or office, 
EMESCO No. 90 is the most 
popular auxiliary engine on the 


EMESCO market. 
$94 complete 
$72 without handpiece 


Hei singe { 




































in my practice. 


ENLIGHTENING FACTS! 


@ “As to my impression of STIM-U-DENTS—they have been a godsend 


@ “The principles involved and the pleasure all of my patients derive 
and express from their use are a source of great joy to me. 


@ “‘To me they are the greatest prophylactic or pre- 


®@ Don't overlook STIM-U-DENTS! ASK FOR 


@ “| have yet to see a case of gum hyperaemia, even with attendant 


hemorrhage, in my practice, that the daily use of STIM-U-DENTS in 
conjunction with office treatment, has not brought a normal healthy 
condition within ten days. The compressible and adaptable features 
of the wood when moistened by the saliva to desired saturation 
before using, present the ideal combination in both therapy and 
hygiene of the mouth, namely, cleanliness of the areas forming the 
interdental space and removing the media from a natural germ 
harbor, together with the stimulation that rids the gums of passive 
venous blood. 


@ “In conclusion | cannot help writing of the immaculate condition of 


the cervical borders of fillings in mouths under 
the daily infivence of STIM-U-DENTS. 


ventive instruments in mouth hygiene yet de- 
vised for the use of the patient at home.’’—Albert © 
L. LeGro, D.D.S., F.A.C.D. 


SAMPLES today, the results are most convincing; 
or, better still, mail coupon and obtain our Pro- 
fessional Courtesy Package containing 100 
Special Packets for only $1.00 postpaid. 












Keep Your Patients 
Thinking of You. 





PROFESSIONAL COURTESY PACKAGE (This offer confined te members of the profession only.) 


Stim-U-Dents also 

make excellent 

wedges in inlays and 
other procedures. 


STIM-U-DENTS, INC. 


54 Alfred St., Detroit 1, Mich. 


® 1 25c RETAIL PACKAGE $2.25 PER 


DOZEN POSTP 

















PLEASE PRINT 
@ Enclosed find $1.00. Send me Pro- STREET AND NO 
= | — rp ter iy sap Ap weet 
pecial Packets (like cut) designed 
@ exclusively for dentists. CITY STATE 
"™® © 500 SPECIAL PACKETS (LIKE CUT) ORUGGIST'S 
B® $4.00 POSTPAID. NAME 





ADDRESS _ 
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ONLY YOUR VITALLIUM LABORATORY CAN 
Bawa 2H A L LABORATORIES 


OU THE 
P INC 








DY, 

























sing of fastials and Jall denture 
hs 74 e advent of the ane-fuece casting. 


NEW STANDARD IN ORAL COMFORT 


Pre-tested Flexseal precision segments take advantage 
of the optimum qualities of the superior Vitallium alloy. 
Their design, dimension and contour have been deter- 
mined by the success in function of over two million 
practical Vitallium cases. No excess metal is provided 
in Flexseal segments. For your patient this means an 
appliance that is lighter, finer, more graceful, yet 
stronger. In short, a Flexseal-built Vitallium case offers 
greater mouth comfort and patient satisfaction than 


heretofore thought possible in a removable denture. 


*VITALLIUM 


Flevseal 





ThE 





PUVANTAGES OF FLEXSEAL CASES 





NEW YORK * CHICAGO 


* VITALLIUM AND FLEXSEAL ARE REGISTERED TRADENAMES 
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.»e NEW. 


MASEL 


Ready - made Open Face 
Gold Teeth for Dentures 


FIG. FIG. 2 


A new type of Ready-made GOLD 

TOOTH used in Dentures with a 

Porcelain Tooth placed inside of 
Gold Tooth. 


TECHNIQUE; Insert porcelain tooth 
in Open-Face Gold Tooth, making 
certain the incisal tip of porcelain 
tooth meets the incisal tip of the 
gold tooth. In many cases you will 
have to grind the lingual side of the 
incisal tip of porcelain tooth slight- 
ly because some porcelain teeth are 
thicker at the incisal tip than our 
gold teeth. If it is necessary to slit 
the Open Face Gold Tooth do so at 
the lingual side so that porcelain 
tooth may be inserted. Burnish the 
gold around the porcelain tooth as 
close as possible as illustrated in 
figure 3. 


FiG. 3 FiG. 4 


Prices: B. . . $1.50; C. . . $1.85; 

. $2.25; E. . . $2.60; F. . . $2.90. 
Order from your dealer or write us 
for illustrated folder. 


ISAAC MASEL CO. 


1108 Spruce St., Philadelphia 7, Pa. 





The Gentle Way to 


§-P-R-E-A-D 
| CROWDED TEETH 


BUR LEW 


| 

| ee REAL READY -CUT | 
|WED DGES| 
| 

4 


Separate teeth for cavity 
ela=tok-Ta-balolamiiiiiare M-Tale mnie, 
Taht-igelaed deal] cleaning. 


ae 


aS 
Complete Outfit abn mele 
About 100 Read Suwies or: 
Wedges in assort: 
| Separating Discs- 
Setter 
Cold’ by fi 
[. B + JELENKO, 8 & co. 


7 
| Aj ee nc. | 
That famous book— 


Jackson’s Orthodontia & Ortho- 
paedia of the Face with Removable 
Appliances—may be reprinted if a 
sufficient number are interested. If 
you are, please register your name 
with Chester T. Sweet, 152 W. 42d 
St., New York 18, N. Y. 


HAVE YOU TRIED 


“pip’’? 


y A Pure White Asep- 
tic Coating for im- 


It Does Not Matter how old or dirty your tray 
is—‘“‘DIP’”’ will make it clean, white and sterile 
Enough te coat 400 trays $4.00 
We Will Send Direct or Through Your Dealer 


WESTERN METAL CO., BLOOMINGTON, ILL. 














NON-PRESSURE 
FULL DENTURE 

IMPRESSION 
MATERIAL 






Recommended 

for use in the 

McGRANE TECHNIQUE 

Full Compound and Full Plaster Techniques 
- and in Rebasing 


eS Reekceeaue does not compress the soft mucosa or tissue. 
ae-eeeencaeae does not shrink after setting. 


ag-eeeenceenue has a controlled setting time with an intermediate or 
moulding stage to permit the best possible results in muscle trimming. 


ail in securing a fine registration of detail. 
breaks with a definite, clean fracture. 
measuring cups assure a perfect mix, 

is economical to use. 


For non-pressure impressions, such as 
required in the McGRANE and other full 


denture techniques use 


-a quality product at a 
25% savings in cost 





















Your dealer can supply Plastogum promptly on order 


HARRY J. BOSWORTH COMPANY 


1315 SOUTH MICHIGAN AVENUE * CHICAGO 5, ILLINOIS 
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SHADE, BUT DIFFERENT IN CHARACTER 


WS COLE U MN WG 


Operative and restorative dentistry has made 
great progress since the days when this 
“dentist” worked in his home “assisted by 
his wife’. 


THE NEW MYERSON SYSTEM 
OF TOOTH SELECTION 


Cae when partial or complete restora- 
tions finally become necessary, Myerson 
Teeth. so natural-looking that they cannot be 
detected, are available. 


Now Dr. Myerson's new system of selection 
provides a tooth for every age group and also for 
individual variations. True-Blend, Characterized 
and Modern-Blend. .. . All three lines are now 
available in identical moulds and shades with 
the famous Myerson Transparent Enamel. 


Remember. only with this simple. scientific sys- 
tem can you select a mould and shade for your 
patient and have that mould and shade in any 
one of three lines, individualized according to 
your patient s requirements. 





You may have a beautifully 


SEND FOR 20 PAGE lithographed reproduction of 
BOOKLET ON AGE this historic print on heavy 
GROUP SELECTION paper with wide margins 


suitable for framing. 










IDEAL TOOTH INCORP CAMBRIDGE 39, MASS. 

























PATIENT A — Forty Pius .. . Ma- 
turing effects — True-Blend 
preferred 





PATIENT B -- Rugged Appearance 
.. . Had fillings — Characterized 
indicated 





PATIENT C — For this type — 
Obviously, Modern-Blend 









AND APPEARANCE 


Win? 


Sanitize 


your handpiece 
Quickly 


in 1 operation 


Clean and 
lubricate 
at the same time 





—— 


a- TERO 


‘OIL | 


. .. used after each patient, 
provides you with a clean, 
well lubricated, sanitized 
handpiece, in just one 
minute. A dependable pro- 
duct for 23 years, now 
better, at lower cost. 





New instruments 
deserve this care 


16 oz. 
ECONOMY BOTTLE 





Order Today from Your Dealer 


STERILE PRODUCTS COMPANY 


SAN DIEGO 1 


CALIFORNIA 











$15.00 
Complete 














USE CLOVER LEAF PLASTERS 


FOR ACCURACY 


OH7 


H. B. Wiggin’s Sons Co. 
Bloomfield, N. 


Please send free samples of CLOVER 


LEAF XX Impression Plaster. 
Dr. 


Address 


GO *ccocsesbbicediso ee 


eeeneeeeeer 

















Get a Free BS Polisher 
without obligation 


In order to introduce you to the 
efficiency, smoothness, coolness 
and comfort of this soft, flexible 
rubber polisher, we will send 
you one absolutely free—without 
obligation. Use the coupon below. 
err ee 
Young Dental Mfg. Co., St. Louis 8, Mo. 
Gentlemen: 

Without any obligation send us one of 
your B S POLISHERS — ABSOLUTELY 
FREE. 

PRAMS | dnccee evloncdbhceceess 
REID caccbocetccvctacesecccntsnddesete 


GES ccbdeddccescoce UGE  coseavckgnass 




















—insure lasting success 


Two ogres bedevil Operative Dentistry, 
lying at the very root of its woes and 
failures. They are Shrinkage and Expan- 
sion. Whether in fitting a restoration to 
the cavity or in providing for its intended 
permanence, no amount of care can 
wholly overcome them. 


They inhere in the multiple nature of 
the materials used in making dental res- 
torations, with the attendant variability 
in the interactions of their diverse com- 
ponents, both with each other and with 
the crown of a tooth. 


But there is one notable and honored ex- 
ception —a Gold Foil. No alloy, no amal- 


A gold foil does more... is 


gam, no chemical compound—nor, like 
an Inlay, a composite—a Gold Foil is free 
from all harrying variables. Hence its 
control, during manipulation, is easier; 
and its permanence, in service, more last- 
ing. Properly handled, a Gold Foil never 
lets you down—not even after 70 years! 


Would you like information about this 
wonderful material regularly? Simply 
mail the lower portion of this page with 
your card or letterhead to Morgan, 
Hastings & Co., 2314 Market Street, 
Philadelphia 3, Pa.— Established 1820. 


A Gold Foil ajter 57 
years! (Courtesy Dr. 
M. B. Carter.) 


worth more! 








Three perfectly matched 
golds...harmonious in color, 
identical in price and easy 
casting technic. 


A-1 is for Inlays 
B-2 is for Bridges 
G-3 is for Partials 
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the HOMOGENIZED 
DENTURE BASE COMPOUND 
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eee THROUGH CHEMISTRY 


SETTER THINGS FOR BETTER LIVING 





yneeded a hanky to hold a man! 
Pin . 
| 


Male admirers flocked around this court beauty . . . as long as she 
handled her handkerchief cleverly. For this bit of lace hid her ugly, 
misshapen teeth. Up till the end of the 18th century, ladies of southern 
Europe made it a practice to hold a dainty handkerchief before their 
mouths when in company.* 


In those days, dentists simply removed any bad teeth, and either 
inserted a crude, unsightly plug to aid chewing or left a gaping hole. 
Although many new dental devices were developed during the follow- 
ing century and a half, none was satisfactory until the advent of 
scientific dentistry. 





Today . . . long periods of painstaking research and development lie 

behind a new dental product. Such is the case of ““Lucitone,’’ Du Pont’s 

| denture material. Thanks to the years of constant Du Pont research 

| and manufacture allied with dental know-how, ‘“‘Lucitone’”’ is a stand- 

' ard of excellence in denture material and combines the most desired 
' qualities for laboratory, dentists, and patient. 


e. * From an article in Oral Hygiene, ‘‘Dentistry’s Dim History.”’ 





WHY DENTISTS CHOOSE “*LUCITONE”’ DENTURES: 


NATURALLY LIFELIKE—improved appearance in the mouth, 
TRANSLUCENT—create a “real” appearance. 

PURE—contain only the finest material. 

STRONG — resist sudden blows and falls. 

ODORLESS AND TASTELESS— pleasant to wear. 
ABRASION-RESISTANT— resist scratching and pitting. 
DIMENSIONALLY STABLE—retain shape. 





WCITONE” is the trade mark of the only acrylic resin 

mture base material completely processed by Du 

int. “‘Lucitone’’ is distributed by the L. D. Caulk 
mompany, Milford, Delaware. 
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We let our 
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secretary i 
write this adj 


And why not? She, too, is 
quite familiar with Kolynos. 
and has been since early rs 
childhood when it was included 
in her first tooth brushing ~~ 
instructions. 

Hence, she knows now what 
her dentist knew then-—that 
the distinctive, refreshing 
Kolynos flavor makes daily 
tooth care an enjoyable ex- 
perience instead of an easy- 
to-forget chore. And she also 
knows how safely and thor- 
oughly Kolynos cleans and 
polishes teeth. 

In short, she knows why 
Kolynos is the considered rec- 
ommendation of so many dis- 
Criminating dentists. Make it 
yours, too! 


Kolynos 


POWDER «+ PASTE 







WHITEHALL PHARMACAL COMPANY 
22 East 40th St., New York 16, N. Y. 
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lhru and thu 


Ceramicast teeth are lifelike through and through 

... transmitting and diffusing light rays just as living 
teeth do. Cast by centrifuge and of specially formulated 
porcelain, Ceramicast teeth are of dense, even compo- 
sition throughout . . . free from tiny irregularities which 
hinder passage of light. As a result, their translucence 


and density closely approach those of natural teeth. 


Ceramicast teeth . . . translucent, fluorescent, and green- 
free ... are available in eight natural shades and ten 


beautifully-carved molds. 


To insure you better distribution of Ceramicast teeth, we are currently 
accepting additional dealerships throughout the United States and 
foreign countries. Write for the name of your nearest? distributor. 


eeramieast teeth 


CERAMICAST, INC. © A SUBSIDIARY OF DURALLIUM PRODUCTS CORP. 










225 NORTH WABASH AVENUE * CHICAGO JI, ILLINOIS 
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NUM SPECIALTY 


The balanced for- 
mula of this bland, 
alkaline, saline so- 
lution has made 
it an effective 
prophylaxis since 
1896. Mail coupon 
to The Alkalol Co., 


Taunton, Mass. for 


Clinical Sample 


The Alkalol Company, Mass. 
( ) Send free clinical sample of Alkalol to: 


Taunton 135, 


EFFECTIVE 
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SURFACE ANESTHETIC 


14 FIFTH A 


ves 46 
& So PITTSBURGH Pde 
BITE-WING 


IMPROVED vas... 


an ethical practice-building item 


Hundreds of dentists are using IMPROVED 
BITE-WING TABS on every film. This pro- 
cedure is a most effective, and most economical 
means of disclosing aii the cavities the first 
time. Why not have this constant assurance 
on each x-ray you take? Your patients will be 
better pleased too because treatment will be 
complete. 


It’s easy .. . it’s economical. Box of 100 
only $1.25. Order from your dealer now. 


PITTSBURGH SPECIALTY CO. 
524 Federal St. Pittsburgh 12, Pa, 
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C0. ORAL-ITE 


for accurate, su 
ressions. Quic 


rior im- 
setting, 
ast acting, time saving. 
Keep a supply on hand al- 
ways. 
Ask your dealer! 


CO-ORAL -ITE DENTAL MFG. CO. 
Santa Monica, Calif. 


The original 
Pairman AUTOMATIC electric 
FURNACE 


A scientific burn out oven recommended 

for discriminating dentists and tech- 

nicians. Heating Chamber 8 x 414 x 3%. 

Stainless Steel housing. For literature 

send name to factory representative: 
($179.50 f.o.b.) 


KARL A. KREIS 


Orthodontic Equipment & Supplies 
Dental Specialties. 


Flood Bidg. San Francisco 2, Calif. 
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IGLASS 2 MALOCCLUSION 


One of a Series of Pepsodent Messages to the Public 















i t gitl..- 
; Gift Parents, be sure ge 
e dentist ott ee é 
And insist 0 carefu _ 
Pepsodent Tooth Pow 





Pepsodent has urged professional care for such cases 
in over 185,000,000 advertising messages! 


The word, “malocclusion,”” wouldn’t mean a thing to most people... 
but the promise of a stronger-looking chin, a better appearance, immedi- 
ately strikes a responsive chord. That’s why we use this appeal in educa- 
tional panels in Pepsodent advertisements . . . to encourage people to see 
their dentist ear/y for needed care. Simple drawings showing development 
of authentic cases, point out the advantages of professional treatment. 
We are telling your story in words the average person understands .. . 
and in papers the public reads. More than 185 million readers have already 
had the chance to get this particular story in Pepsodent advertisements. 


‘See your dentist twice a year’’ is the slogan originated 
by Pepsodent and featured in its advertising for 18 years. 


: 
| 
| CepaodenL vss OF LEVER BROTHERS COMPANY 


PEPSODENT TOOTH PASTE «+ PEPSODENT TOOTH POWDER 
PEPSODENT FOOTH BRUSH . PEPSODENT ANTISEPTIC 




















Products of Lever Brothers Company 








Perfectocoll 


GENUINE HYDROCOLLOID IMPRESSION MATERIAL 





PRE-WAR 
QUALITY 


Available again in individual latex “Heats 
Meter” units. Also packaged in jars of six of 
fifty sticks for the laboratory. 


Build your Dentures on accurate, hard- 
surface models! The “Heat-Meter” technic 
is easy, definite and fast. No guesswork, 
no mixing syringes, no burning .. . and fi 
above all, no dimensional change to s 


destroy abutment teeth! 


MANUFACTURERS Send Us Your Order with Dealer's Name 
OF FINE | | 


DENTAL 
PRODUCTS 


113 ASTOR STREET - NEWARK 5, N. J. 








COMBAT 
DENTAL CARIES 
IN CHILDREN 





CHILDREN’S TEETH SHOULD BE 
EXAMINED PERIODICALLY 


An inadequate Supply of minerals, 
particularly of calcium and phosphor- 
us, has been recognized for some 
years as an underlying factor in faulty 
skeletal growth and in improper tooth 
development and enamelization. More 
recently the importance of a minimal 
but adequate intake of fluoride has 
been emphasized as a factor in de- 
creasing the incidence of dental caries. 


Not only during growth but during 
pregnancy also there is an increased 
need for minerals since decalcification, 
which is frequently accompanied by 
dental caries, is common. 


Filuorossteol Armour is a logical 
means of overcoming mineral def- 
icits because Fluorossteol Armour, 
which is prepared from femurs of 
government inspected cattle, contains 
about 95 per cent calcium and phos- 
phorus with smaller percentages of 
magnesium, sodium, potassium, stron- 
ae tium, barium, silicon, aluminum, iron 
and traces of chromium, copper and 
manganese. More important, Fluoross- 
teol Armour contains small amounts 



























CHICAGO 9, ILLINOIS 








confidence in the preparation you prescribe— specify ARMOUR 
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HEADQUARTERS FOR MEDICINALS OF ANIMAL ORIGIN 
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of fluorine in the form normally found 
in bone and teeth. Thus an adequate 
intake of minerals, in the normally 
occurring ratios and including fluorine, 
can be accomplished. 


Fiuorossteo!l Armour is available 
in two forms: 


1. 5 grain tablets (bottles of 100, 
500 and 1000). 

2. 5 grain telescopic gelatin cap- 
sules (bottles of 100, 500 and 
1000). The powder may be 
readily removed from these 
capsules for incorporation in 
formulae or semi-solid food. 


The dose for children up to 3 years 
of age: 10 grains daily in food or liq- 
uids; children 4 to 8: 15 grains daily 
given as above. For older children and 
pregnant women, the tablets may be 
prescribed to be chewed and swallowed 


(3 to 6 daily). 



















FLUOROSSTEOL 


Armour 



















for Alginate 
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When mixing \_/ alginate I 
impression materials in warm] , 
weather, you should have a 
thermos bottle i of ice water on 
hand. (Many dentists do this all 
year round). Always check water 
temperatures carefully with a 


thermometer, / because the 





AND FOR UNRIVALLED ACCURACY IN A! 


Three-in-One- [eS m Elastic AE Impress 
Cream Poe Impression * Collo 


Cream 


XUM 


ae May wo RE-RIND 











Weather lechnic 





@mpression Materials 








e| material’s setting time (| 
Ni determined by temperature. 


Follow the manufacturer’s recom- 


mendations {sp carefully... 


l Qy 


,| cooperate fully with your dental 
4} laboratory oe and you willobtain 


uniformly satisfactory results. 





y | 


ASON USE: 


Dy DENTAL PERFECTION CO. 


543 West Arden Avenue 
Glendale 3, California 


ZB 



















| | 
Get This Beautiful May we RE-BUILD 
Sample Jacket Crown by i, HANDPIECES? 
NU-DENT (2 eee 


ones? Our experts remo 
ae ; \ worn out parts and start. 
~ ing with the empty hous. 
 ! ee " (} ing rebuild completely. 
~ New parts and bearings 
we are individually ‘‘lapped 
in” to a fine micrometer 

velvet | oe Gens eae 
smocth, silent operation, 








- 3 lined | Do more pain-free work . 
and in less time! All 
id jewel Mullen Bres. rebuilt jobs 
case. fully guaranteed for sere 


an. ice gocd as new. Straight 

AS | ) Handpieces Re-Built 
$10.00; Angles Re-Built 
$4.45 


BURS RE-GROUND 


You may have this s jacket in Porcelain | Save and send worn out burs. Only those that meet 
' exact specifications are selected. Finest tools an 
of Acrylic Show patients how begutiful machinery are used by expert craftsmen to grind them a 


| size smailer. For smooth, fast cutting burs, as goad 
| as new, mail some today. $4.10 per gross. (Introductory 
| four dozen $1.00) 

Postpaid if check accompanies order. 


Lees ®) dn Re celaa-ticllaititicliom late 6803 $. Chicago Ave. 
1501 Broadway, New York 19, N. Y. “MULLEN BRO - 


ond natural a jacket crown can be! 









Send remittance with order 






Chicago 37, Ill. 
Formerly at 153 W. 69th St. 





How many products can match POSTOLENE’S record? 


Yes, Postolene has a 4l-year record behind it ... ample 

proof of its effectiveness for successful treating of root canals 

and abscessed teeth. Postolene is a must with many of your 

fellow practitioners. Have you tried it yet? It costs only $1.00 

for generous trial jar... it is fully guaranteed. Order from 
Available in Our dealer today. 


attractive glass jar J. A. SPRAGUE & CoO., 325 19th Ave., Columbus 1, Ohio 


Send stone models to us for exact fitting 
cast removables and modern dentures. 












"The MARK of PERFECTION” DIAMOND () INSTRUMENTS 


Discriminating dentists no longer wonder; “Who makes the best 
diamond instruments?”. They simply standardize on Diamond “‘R” 
Instruments...the guarantee is broader with no time limit, plus 
a REPLACEMENT PLAN for worn instruments which you'll agree 
is the answer to true economy in the use of diamond instruments. 
The coupon will bring you 


full details, a catalogue DIA M ON > () AG € N¢ l€ $ x 


and a FREE sample of 
INSTRUMENT CLEANER. Bkpae 73a ee OltteT met) 


VETERANS 






., Pasadena 1], 
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J AN! 


eoeee ewe wee eee ween ee 





DONT OFFEND 


with an unsuspected 


Body Odor! 


BODY DEODORANT 


... Will keep you safe ... and keep 
you sure that no patients will “cross 
you off their list’ because of an 
unpleasant odor suddenly induced 
by excess perspiration during busy 
working hours in a warm, over- . = 
heated office. . 


Use “MANN” Antiseptic BODY DEO- COST LESS THAN 
DORANT for absolute assurance that 1¢ PER DAY TO BE 


you will not offend. Very econom- 


ical, too. SAFE AnD SURE 
| ORDER FROM YOUR SUPPLY HOUSE 


"MAN Ry > CHEMICAL CORPORATION 


BRADLEY BEACH: NEW JERSEY 




























MASTER SEPARATOR 


and 


MATRIX RETAINER / 


ROCKY MOUNTAIN METAL PRODUCTS CO. 


1450 GALAPAGO ST., BOX 1887, DENVER 1, COLORADO 
Pacific Coast Distributor: KARL A. KREIS, Flood Building, San Francisco 2, California 





This master apparatus has at. 
tained country-wide approval 
because of its positive action 
in matrix separation and re. 
tention. Spring tension sepa- 
rator . . . tighter contact on 
finished restorations . . . ex- 
tremely useful in inlay wax 
technics . . . a scientific aid Th 
to good workmanship. Com. | en 
plete set: 2 adult, 1 deciduous eff 
retainer; Stim-U-Dents for 
wedges; 8 feet soft Tru- | Re 
Chrome matrix material. in 
Available now at your local 
supply house. 








THE ROSE AMALGATOR 
Oniform Mix 


Sanitary ..... Effirient 






The improved Rose Amalgator in ures a vniform 
mix. It comes to you ready to be put in use, 
requiring no mechanical adjustments. Simply place 


the alloy and mercury in the mixing chamber, turn 
the control handle to the right until it reaches the 
stop button, then release. The mixing chamber 
(located immediately above the control handle) 
is easily removed or attached by one full turn. 
A rubber pad attached to the bottom of the base 
prevents marring of furniture. Available in either 
black plastic or polished aluminum. Price, com- 
plete—ready to use, $55.00. 


Order through your dealer 
We shall be glad to send you complete information 
DAVID ROSE COMPANY 
1204 E. 82nd St., Chicago 19, Illinois 














Eliminate — flasking 
warpage 
checked-teeth th 
discoloration 
make-overs 












* with the 
SAVE-A-DENTURE 
repair unit 
inquiries invited thru your dealer 
SAVE-A-DENTURE CO. 
3611 £. 8th St. Los Angeles 23, Cal. 
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\ “The Handbook of Physical 
erties and Specifications of Ir 
Golds, Denture Golds, Wires ¢ 
Precision Attachments” gi 
you technical information ¢ 

is a guide in specifying 

correct gold for each 
WRITE FOR YOUR FREE COPY TODAY 


=. 
= mSTERN 


XUM 















i 
233 te ae. 
New Yerk fs, N.Y. 













—————— lULThlUc Oe OM TF Se 





his common pleasure 


a healthful measure 


The postcibal custom of so many patients, of chewing Dentyne Gum, is heartily 
endorsed by many dentists. In competent opinion,'’ such extra-masticatory 
effort helps provide two essentials for maximum oral hygiene: 


Resilient friction, with teeth and mouth tissues, and the capacity inherent 
in the agent to cause particles to adhere to it',; and : 
Copious salivation, which “maintains excellent oral hygiene ... by washing 


out food detritus, bacteria, eroded epithelial cells, etc. from gums and teeth."” 


Ina highly acceptable form, chewing Dentyne Gum helps provide the : 
mechanical and physiological stimulation regrettably lacking in modern soft diets | 
,».. yet so necessary for vigorous health of the soft and hard tissues of the mouth. 


REFERENCES: 1. Turesky, S. S. and Bibby, B. G.: J. Dent. Res. 23:51, 1944. 
2. Van de Erve, J.: South Med. & Surg., 103:63, 1941. 


DENTYNE 


CHEWING GUM 
the ideal masticatory 








MODEL 
T-30 
Height 25” 
9” Square 





YOUR 


Sanetle 


IMPRESSES PATIENTS 


Yes, even your waste receiver can be 
modern and important looking. Model 
T-30 Sanette attracts attention. It is an im- 
proved working tool, with concave plastic 
cover of special waste -catching design .. . 
hand-rubbed finish... and four rubber feet 
that protect the floor. If your dental dealer 
does not have Model T-30, please write 


MASTER METAL PRODUCTS, INC. 
273-291 Chicago St. Buffalo 4, N. Y. 








QUALITY FORCEPS 
IN STAINLESS STEEL 


Now available for shipment: | 
Nos. 10, 16, 16H, 18R, 18L, 324 
53R, 53L, 65, 85, 85A, 150, 151 an 
286. 


Watch for other popular numbefi 
to be announced shortly. : 


Write for illustrated circular. 


PFINGST 


& COMPANY, INC. 


62 Cooper Square, New York 3, N. Ys 














VITAL IN SURGICAL CASES! 
SUMUD 


ASPIRATORS 


Keep Foreign 
Materials OUT! 


Not only keeping your operative 
field constantly clear—but prevent- 
ing the anesthetized patient from 
inhaling foreign matter into the 
lungs—GOMCO Aspirators are a 
boon companion to your exodon- 
tic technic. 


The GOMCO “790” provides effi- 
cient, trustworthy suction—accu- 
rately regulated—for removal of pus, 
bone fragments, saliva, mucous. The 
height of convenience, this stand- 

Model 790 mounted unit is quickly, quietly 
moved where needed. 


A complete portable suc- 
tion unit for fluid removal 
and drainage applications, 
it weighs only 18 lbs., has 
the same motor and pump, 
Gomco Safety Overflow 
Valve, combination regulat- 
ing and safety valve and pre- 
cision gauge as the “790”, 
all mounted on a black base. 
Incorporate a GOMCO Aspir- 
ator into your exodontic tech- 
nic... for convenience, safety and 
Model 789 time saving. Ask your dealer! 


GOMCO SURGICAL MANUFACTURING CORP. 


822D EAST FERRY STREET, BUFFALO 11, NEW YORK 










GUMCUV EQUIPMENT 











POLI-GRIP 


The new cream-form denture adhesive 


MADE BY POLIDENT 


Poli-Grip was created to fill a special need of denture 
wearers—the need for an adhesive with extra holding power, 
strong enough to hold even lower plates securely in place for 
long periods. Already, thousands of Poli-Grip users have 
made it plain to us that Poli-Grip does all we had hoped. It 
is an excellent adhesive, a palatable blend of Karaya Gums 
and petrolatum in pleasant, easy-to-use cream-form. It is a 
product worthy of recommendation by the dental profession. 


Poli-Grip is available to your patients at all drug stores 


HUDSON PRODUCTS, INC 
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ORAL SUN LIGHT 


This Hu-Friedy light is designed 


for long service at little expense. 


It is very sturdily constructed, re- 
quires no servicing, uses a mini- 


mum of current. 


— A Valuable Blood Coagulant — The adjustable condensed-focus 


concentrates the low-candle-pow- 
As a precautionary, preven- er light to brilliant intensity. 


tive measure in unexpected Mechanical construction permits 
perfect ventilation to carry off 


or excessive bleeding 7 fol- generated heat. 

lowing dental operations, Furnished with cushion-pad- 
Ceanothyn introduces a safe ded head-band in either soft 
control factor; is easy to ad- leather or stiff fibre, 10 feet of 
rubber covered wire cord vul- 
canized to a sturdy wall-plug, 
and transformer for alternating 
current or rheostat for direct cur- 
Ceanothyn is an extract of -|rent. The price is $28.00. 


Ceanothus americanus, con- When ordering please tell whether for 
taining the alkaloids in D.C. or A.C. current. 
uniform solution (alcohol Price subject to change without notice. 


10%). Supplied in con- 
venient sizes for office use Available for Immediate Delivery 


ee Molt Standard Mouth Gag in Stainless 
and on prescription. Steel only now available for immedi- 
- delivery in both adult and child 
sizes. 


JUD OLE eel The Hu-Friedy Mfg. Company 
ol) 1@ O6t) we ee Sal elk 2 
3118 N. Rockwell St. Chicago, lil. 


minister; economical in rou- 
tine practice. 
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Four Fine Products Made 
To Your Specifications 


Enameloid Acrylic 


A fine-grained, pure methyl-matha- 
crylate with natural beauty and trans- 
lucence for inlays, jacket crowns and 
bridges. Pre-mixed shades that dupli- 
cate New Hue shades right out of the 
jar. Simple technic. 

“COLOR-MASTER” KIT. ..26 pre-mixed 
shades, based on the color incidence in 
human teeth........ $60.00 


Denture Acrylic 


Meets A. D. A. specification No. 12 for 
methyl-methacrylates. No plasticizers or 
accelerators added. Beautifully naturai, 
translucent, non-fading pink that gives 
dentures the lifelike tone and color of 
natural gum tissue. Strong, dense and 
durable. Will not crack teeth. If you can 
boil water, you can process “Palatex’’! 


Price, $7.50 per Ib. 


Acrylic Rebase 


Fuses chemically and adheres perma- 
nently to acrylic dentures, becoming a 
part of the denture. Self-curing. Con- 
tains no harmful solvents. You can reline 
with “Permaliner” and dismiss the pa- 
tient in 30 minutes—the plate will be 
ready to wear the next day. Pink and 
clear. I-case tube, enough for full upper 
and lower, no waste. 


1 Tube, $1; 6 Tubes, $5; 12 Tubes, $10 


Foiling Solution 


A tinfoil substitute that is better than 
tinfoil and is easier to apply. Just paint 
on this plastic liquid—it gives dentures a 
clean, hard, smooth surface ready for 
polishing. Contains no harmful solvents. 
Non-inflammable. 


2-oz. Bottle, 75e; 8-oz. Bottle, $1.50; 
Ya-gal. Jar, $7.50; Gal. Jar, $10 


*Reg. U.S. Pat Off. & Foreign 


Countries 


Order from your dealer. Literature on request. 
Exclusive Distributors in U. S. and Canada 


The J. BIRD MOYER CO., INC. 


Philadelphia 7, Pa. 


for Rockland Dental Co., Inc., Manufacturing Chemists, Dobbs Ferry, N. Y. 
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Write for further 
information on the Squibb 
Angle Toothbrush 


rE. R 








this simple more certain 


means of proper after-care 











Your work, the product of your time and skill, deserves 
proper after-care. Daily oral hygiene is made simpler 
with the Squibb Angle Toothbrush. To show your 

patients how this uniquely designed brush works will 
take only a few minutes before they leave your office. 


With the aid of a model, or by guiding patients in 
the manipulation of a Squibb Angle Toothbrush, you 
can show them how to reach each surface of each tooth. 
There are no “forgotten” teeth — even the distal surfaces 
of molars are easily accessible. 

Oral anatomy dictated the design of the Squibb 
Angle Toothbrush. The mouth-mirror angle, the jog 
angle, and the narrow shank help overcome the 
inadequacies of ordinary toothbrushing. With this more 
adaptable brush your patients will follow faithfully 


your instructions for protective mouth hygiene. 


While discussing oral hygiene, be sure to recommend 
SQUIBB DENTAL CREAM 
as a safe and effective “companion in cleansing.” 


SQuiBB ANGE soomnvs: 


R. SQUIBB & SONS, 745 Fifth Ave., New York 22. N. Y. 
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“AMERICAN” a 
SMALL INSTRUMENT STERILIZERS, 


is putting it ue The automatic tia 
trol of on-and-off operation, plus the? 
added greater aeiety of nan eaney ta 


hie It’s my cpemknisk protection against 
burn-out loss, of both instruments a id 
sterilizer in case I ever forget to swite 
off the current before I leave . . . it shut 
off automatically! Should I inadvertent 
leave the sterilizer in operation, I can 


replenishing the water in the chamber 
and turning on the current again by 
flick of the switch . . . and with no’ 


damage diéne 


There are other features which appeal t 
us too. Note that the cover, which opens 
to a full 90° position for unobstructed 
removal of tray, elevates approximatel 
30° before lifting of tray begins. Th 
level of the water in relation to immersed 
instruments can thus be easily and con- 
veniently checked. And the completely 
recessed foot pedal which controls the» 
cover lift . . . eliminates tripping annoy: 
and gai greater freedom 


NOW AVAILABLE: 14” and 16” sizes 
in Portable, and.Cabinet models. . 
A selection of beautifully finished 
alternate. cabinet, designs subject: 


ime 3 
to availability. , 





ie BO - byte 4 Sees ne ote sess im 
DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 
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Serving Dentistry for 30 Years 
HEADQUARTERS 


for 


Dental Models and Brown Precision Attachments 
Catalog on Request. If interested in Attachments also Ask for 12 Design Charts. 


COLUMBIA DENTOFORM CORP. @ 1371 East 23rd St., New York 10, N. Y. 
“‘The House of a Thousand Models’”’ 
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RESPIRATORY AND CIRCULATORY STIMULANT 


MODERN EQUIVALENT OF SMELLING SALTS 


your DEALER STUART-CHASE CO. - NORTH BERGEN. N. J. 








JACKET CROWNS For Satisfaction in Porcelain 


BRIDGES or Acrylic, TRY 


RESTORE-DENT LABORATORY 
INLAYS 25 E. Washington St., Chicago, Ill. 








aFECTI 


OVE IT 


OFFER IN PROFESSIONAL GARMENTS for DENTISTS 


MOLE'S LAUNDRY-TEST GUARANTEED APPAREL — 


@ Assures you m8 long-wearing Quality in Fabric, 
Design and Tailo 
e @ ASSURES you of garb befitting your professional 
- DIGNITY and BEARIN 
™ @ ASSURES you of the aaeet comfort and ease of 
movements that are so essential bow the application 
of your fine skill and que. 


yon ot Oe MAIL THIS COUPON NOW 
ALL 








H. WOOLF & CO., inc.NO-RISK | 
529 S. Franklin St. TEST 


fe Chicago 7, Illinois OFFER 


LAUNDERED 
after wearing them, BE- ease tell me, without obligation, 
self to them ° NDRY TEST A fe 
FULL SATISFACTION 1S on Di Dental-Ofice Apparel, with th, iilustra- 


UNCONDITIONALLY 
ANTEED! The trans- tol Co sae 


GUAR 
actions between you and us 
ALL at O risk. NO 
to YOU! 
WOOLF & CO., INC. 


529 S. Franklin St. 
Chicago 7, Illinois 
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One of these three walnut shells is real. The other two 
are constructed of Hue-lon. Can you guess which is which? 


Hue-lon ... Caulk and Du Pont’s contribution to effective 
esthetics in crowns, bridges, and inlays...is an amazing 
plastic. But nof a mysterious one. There’s never any guess- 
work in its processing. 

Every step in the Hue-lon technic has been explored and 
documented, tried and tested, proved and proved. again. 
Every reaction is charted. The process that produces a life- 
like Hue-lon restoration today will work equally well tomorrow. 


The result is a restoration that blends perfectly with 
original tooth structure and color. It can even be manipulated 
' to match discoloration in adjacent teeth! 


For crowns 


For bridges 
For inlays 


For modern materials call on (aule Milford, Delaware 
















$5 
°F 4 
3 





If you’re in the habit of making 
your own inlays, here’s a tip— 
INLAYS INCORPORATED * gives 
| you inlay value that can’t be com- 
3 pared with the cost of doing your 
own work. You get personalized ser- 
, vice, skilled technicians, know-how that 
| comes only from long experience in 
) every type of inlay problem. And 
. you gain valuable time for chair and 
| study. Why not try us with your 
next case? 


We feature rapid mail- 


order service to all 
parts of the country a 


31 UNION SQUARE WEST NEW YORK 3, N. Y. 


*the only dental laboratory working exclusively on inlays 


Give to Conquer Cancer 














... Dut you CAN use TRUSHAY! 


TRUSHAY protected hands are soft and supple. They will appeal to 
fastidious patients. 

More and more professional men and women are recognizing the 
advantages of this sensible corrective for the drying effects of frequent 
scrubbings. TRUSHAY does not interfere with the hygienic cleanliness pro- 
duced by soap and water because it is used BEFOREHAND. 

TRUSHAY contains no glycerin, is not sticky or gummy. It guards 
against excessive depletion of the skin’s natural lubricant . . . aids in keeping 
che epidermis pliant and unbroken. 

Your patients will appreciate TRUSHAY for their personal use, too. 
Recommend it with confidence and the assurance of their appreciation. 


TRUSHAY 


PME “SEFPOREH ANNO” £Ot108 


A product of BRISTOL-MYERS COMPANY, 19 West 50th Street, New York 20, N. Y. 










































.. . to hundreds of modern dentists who can 

now give their patients the benefit of a new and 

improved prophylaxis and treatment for post- 

extraction infection. In the Powdalator, these dentists 
have found a quicker, better and easier way to use 
penicillin and sulfonamide powder. In the first place, 
the powder is completely sterile. And this convenient 
method. of local application eliminates much of the bother 
and delay formerly associated with the old tablet form of 
therapy. The Powdalator produces a high concentration of 
these effective agents without causing side reactions resulting 
from attempts to secure high systemic concentrations. A simple 
procedure prepares the unit for application. Then, by directing the 
tube toward the wound or extraction site and squeezing the rubber 
bulb with the thumb, an effective deposit of the powder results. 
The Powdalator package includes 20 sealed sterile tubes, each 
containing Penicillin Calcium 1000 units, Sulfathiazole 0.125 
Gm., and Sulfanilamide 0.125 Gm., with a special insufflator 
bulb. Order now through your usual source of supply. 
j Assott Lasoratories, Nortu Cuicaco, ILiinois. 





3 Slevdle Penicillin-Sulfonamide Powder 





One Dentist 
Tells Another-— 


SILV-0-DENT* 
1S SOOTHING TO 
DENTAL PULP... 
SETS HARD IN 
4 to 6 MINUTES, 
PREVENTS DECAY 





07 © MAADE OF BEST GUTTA PERCHA 

eae 'S NOT MEDICATED 
Eiiniiic WILL NOT IRRITATE TISSUE 
lle LEAVES NO TASTE IN MOUTH 


(rescenl DENTAL MFG. CO. 
1839S Pulaski Rd. Chicago 23, Ill 


AMALGAMATOR 


Immediate Delivery 


Modernized, smart design, automatic, 
startling new Impact-Capsule. No pestles, 
no wiggle, a master model only $50 with 
all accessories and VAX-Amalgam. 

Send for circular. 


THE SILV 0 DENT COMPANY 
1708 N. E. Alberta St., Portland 11, Oregon 


Send me a copy of your FREE BOOK- 
LET about Silv-O-dent and Hydr-O- 
dent Oxy-eugenol cements. 


Dr. 


FLOSSY DENTAL CORP. 
228 So. Wabash Ave. Chicago 4, fil. 











With the U. C. ALL Mirror. 
your patient can see his teeth 
. . « before and after dental 
: work has been done. 


Representative of all mirrors 
bearing the BOILO trademark, 
this large mirror is made with- 
out inperfections. 


Plain or magnifying chromium plated 


of Black or colored Anzelloid. 


Ask your 
dealer for 
precision 
made BOILO 


‘ mirrors now 





- 
argesf eale lah hae, furers of | entao tale! 


rors available in 2!/2, 3, 344, 4, 4!/, 5 
or 6" sizes .. with contrasting handles 



















mir- 


The synonym 
of quality 
workmanship 
for 39 years. 


| T i 


39-45 FRONT STREET . Established 1907 


Surgi Q Mir 

















CAN YOU PASS THE C.B.O.* TEST? 


Despite repeated scrubbings many patients are offended 
= by water odors! 
Delightful & refreshing SCENT-IT is easy to use—no atomizers—no wicks— 
the heat of your hand dispenses SCENT-IT where you want it. | 
Why not use SCENT-IT, too, for musty waiting rooms, medicinal, sterilizer © 
& handpiece odors, smoker's hands, personal clothing, and a hundred other uses. 
SCENT-IT is concentrated for economy—generous bottle only $1.50 at your 
dealer or direct. 
* Cuspidor Bowl Odor 


KALMOR MANUFACTURING CO. Box 3830 CLEVELAND 10, OHIO 





A Want your equipment put in me 
A A-I condition while vacationing? 2 a 
q . Cc We can still supply new cuspidor waste and supply tub- 4 
LAR ing. Send us your old connections. We willl 
Complete stock of parts. attach new tubing. Prompt, guar- 
Skilled workmanship. Your old out- anteed service. 
fit reconditioned like new. Ask for an estimate. 


GLAZBROOK BROS. DENTAL SERVICE SHOP 
7046 Wentworth Avenue Chicago, Ill. 


"RR RE cS has six im- 

: mies) REG. U. S. PAT. OFF. Acompletely 

anatomical articulating device for 

constructing 1. Bridges 2. Crowns 3. 

Tooth bearing partials 4. Carving 

indirect inlay patterns 5. Studying 

orthodontia casts and malocclusion 
6. Mounting study casts, and models with various types of restorations to show their funciioall 
Price Literature on reg 
JOHNSON- OGLESBY MFG. CO.., BOX OX $022 2 TERMINAL - STATION, DENVER 17, COLORADO 


How rapidly can you develop quality X-Ray 

film? New speed in this highly important task 

can be yours where you can eliminate meas- 

uring, mixing, heating, cooling. With Urell 

X-Ray Solutions... you simply 

add water and use instantly. Time-proven, 

sic ener © safe, long-lasting results. Order your 

Sp oder ne supply from your dealer today. 
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1414 N. VERMONT AYE S$ ANGELES, CALIFOR 


























Dentin possesses many 

advantages over Tem- 

porary Stoppings, Tem- 

* porary Cements, and 

Zine Oxide mixtures for 

INDICATIONS temporary fillings: 





0 For temporary fillings of not Mixed with water; sets in 1 minute. 
more than 15 days’ duration. 


To tem t i i : om 
9 ~ aa ee, — Moist medications can be sealed in 


As a base under metallic silk 
filling materials. Inserted with little pressure and no heat. 


© As « root canal filling. Simply removed with spoon excavators. 
@ With celivicid tooth forms to 
protect prepared teeth. SEND FOR FREE SAMPLE 


PRICE: $2.00 for 5 oz. bottle 
[enough for 200 average fillings). PREMIER DENTAL PRODUCTS CO. OH-747 


1001 Chestnut St., Philadelphia 7, Pa. 


Please send me your FREE sample of DENTIN. 
Dr. 


Absolute dryness of cavity not required. 
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caulk § 


aaa ie 


IN 2 FORMS 
FOR 2 DISTINCT PURPOSES 














What is DI-CEM? Poste 
Unde 
Developed during years of exploration in the Caulk  § golv 


Laboratories, DI-CEM is not one product, but two. 


Di: 
DI-CEM No. 1 is designed for posterior fillings, in cases 
where esthetics is a factor. It brings to posterior restora- 
tions much of the esthetic advantages of a silicate... | €g 


plus a compressive strength higher than that of any ’ 
other cement ever tested in our laboratories. Further- 


more, its manipulation is so flexible that it is adaptable 


Aso 
to an unusually wide range of preparation practices. 
DI-CEM No. 2 is designed for all cementation. It sets 
hard and quickly. In addition, its great translucence and 
the exceptional fineness of its powder particles provide 
the cementing qualities which have long been sought For | 


for dentistry. 








Ri 
obs 


Wx. 





oI-CEM No. 1 : i DI-CEM No. 2 
four shades... ii ug . in six shades ... 
oosterior fillings for all cementaiion 


'¢ High Compressive ® Great Retentive 


Strength ee . * Strength 
t Low Solubility ;' ® Low Solubiiity 
' Adaptable 1 @ Permanent 
Manipulation SE Trensiucence 
Prompt Setting 3 7 @ Fine Particle Size 
















indications =a 


DI-CEM No. ! Di-CEM No. 2 

Posterior fillings when esthetics is a factor. Cementing crowns, inlays, bridges, and 
Under clasps, instead of metal, to avoid facings of acrylic, gold, and porcelain. 
galvanic action. Filling deciduous teeth. Especially useful in orthodontia. 


DI-CEM COMBINATION PACKAGE 


4 Powders No. 1 DI-CEM 
6 Powders No. 2 DI-CEM 
2 Bottles Liquid 
1 Shade Guide 
Contents: 1 White Enameled Tray 
Trial Bottles of No. 1 DI-CEM and No. 2 
5 DI-CEM powder, and of DI-CEM liquid 


Only $17.75 


Aso available: No. 1 Package, $7.50 * No. 2 Package, $10.75 
Single Powder, $2.00 « Single Liquid, $1.00 





For modern materials 


F ecalon caulk Milford, Delaware 














*“CHUCK-FASTER” 
AND ATTACHMENTS 


THE ONLY CHUCK THAT 
OPERATES ON EITHER 
“RIGHT” or “LEFT” SIDE 
OF A LATHE. 


Cue toser CF7 CF9 CF Bur CF5 | 
$3.75 75c ©70c 45c 70¢ 


This is our newest contribution to time-saving dentd 
laboratory equipment. The ease, simplicity and speed with 
which an operator can change from one chuck attachment 
another with the CHUCK-FASTER is indeed a great time 
saver. It is one chuck that does the work of several. Hete 
“at last” is a rapid change chuck to meet your every fe- 
quirement. 


“Now Available at Your Dental Supply House” 


EDWARD HANDLER & SON 
230 Ferry Street Newark 5, N. J. 
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THE “IMPROVED’’ 
RANFAC IMPERIAL 


& CARTRIDGE SYRINGE 


Dentistry’s most dependable syringe, de- 
signed and precision made by Randall 
Faichney, specialists since 1888. Used by 
dentists throughout the world. True, pre 
cise, perfectly balanced. Imperiat Cartridge 
needle’s obtainable in all practical sizes. 


At your dental supply house. 


RANDALL FAICHNEY CORPORATION 
123 Heath Street Boston 30, Mass., U. S. A. 





































No matter which procedure you may prefer, you will find the many features and innova- 
tions in the advanced design of these ten trays extremely valuable in your practice. 
These trays will give you more satisfactory service, and will reduce chair time and lead 
to greater patient satisfaction. 


‘\f 6 IMPORTANT ADVANTAGES 
0 : - | 







T Periphery shaped to allow 
for muscie freedom. 


—— 


2 Special slop- 
ing extension on 
the post dam be- 
tween the hom- 
mular notches captures the throat form. 


2th 


. 








4 Special extension for tongue guid- 
once assures proper muscle trimming of 
lingual areas. 


3 Buccal aspects of the trays 
cre short, eliminating the possi- 
bility of over-extension. 


5 Complete coverage cf the retro 6 Complete lip freedom due to the 
molor pad areas. form of the handle. 








Ten Trays: Six lower trays come in pairs, one shallow (for flat mouths), one deeper (for 
normal mouths), in sizes Large, Medium, and Small. The four upper trays provide a complete 
range for your requirements. 


ENTIRE SET OF 10—PLAIN OR PERFORATED $10.00. 
Order Through Your Dealer 
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ELIMINATE RUST AND TARNISH 
Don’t Disinfect . . Sterilize 
with the new improved 


To obtain desired ress, 


Vapo-Steril, a spedally 
compounded alcohol base 
solution is used in tom- 
bination with the Harvey 
Vapor Sterilizer. The cast 
of Vapo-Steril in operating 


the sterilizer is : 
VAPOR PRESSURE ble. saa 


eee ee ee ane 


Dental Specialty Co. 
Los Angeles 3, California 


MENAX relieves soreness 
when spread on the contact 
surface of new or immediate 
dentures. 





Professional and patient 
sizes. $1.50 and 65¢ respec- 
tively. Direct or through 
your dealer. 


MENAX CHEMICAL CO. 
Box 2620 Lakewood, Ohio 


SOLID BRONZE SIGNS 


Cast, solid bronze signs, drilled with screws 


3’’x12”—$7.20, 3°x14"—$8.40, 3”x16’’—$9.60. 
Add $1 for each additional line 
4”x14”"—$12.30, 4’xi6"—$1 4.10, 4x18" $15. - 
5”x16”"—$17.60, 5”x20”—$22.00, 6’’x20’’—$26.40 
CHECK MUST ACCOMPANY ORDER 
Ask for prices of other sizes. 
Also ‘‘Waiting Pag ~ i and other signs, 
> af 12”, $7.20. 


LAUER METAL SHOP 
1108 Cathedral Street, Baltimore 1, Md. 








Consistently reliable, Smith’s Cement offers you maximum quality in an 
oxyphosphate of zinc cement. 


Smith’s Cement is smooth and velvety, handles easily on the slab, and has 
a low film thickness which facilitates perfect seating of inlays. More important, 
once the inlay is seated you can depend on the unyielding tenacity of Smith's 
Cement to hold it firmly in place. 


Lee Smith cements carry a 30-year service record of fine performance. Due 
to minimum disintegration and high compressive strength, they give complete 
satisfaction in all kinds of cementing operations, including the cementation of 
orthodontic appliances. 


Let Smith’s Cement help solve your cement problem. Phone your dealer 
now ... and be sure to take advantage of the Double Discount Offer, AVAIL- 
ABLE FOR A LIMITED TIME ONLY. The cost of the offer package is $5.85 and 
you realize a savings of $3.15. Same offer is available on Certicem if desired. 


SS SMA 


LEE S. SMITH & SON MANUFACTURING COMPANY 


Certified Dental Products Since 1866 
memes Sts ocy. tae we PENNA. 








NEW NAMES | 
for IODINE TINCTURES 


(Effective April Ist, 1947) 
Ww Ww 


IODINE STRONG IODINE 
TINCTURE TINCTURE 
U. S. P. XIII (2%) N. F. VIII (7%) 


(Formerly official in U.S.P. XII (Formerly official in U.S.P. XI 
as Mild Tincture of Iodine) as Tincture of Iodine ) 


SMV 


Educational Bureau. Ine. 





120 BROADWAY NEW YORK 5, N. Y. 


x 








ANESTHETIC TEMPERATURE IS IMPORTANT! S.,00¢ Whisale-the Mec ¢ 
1 CS 





Thermotone todaz ere te? 


member ae 
Z e 


(rescenl DENTAL MFG. (0 


1839 S Pulaski Rd. Chicago 








$ 



















29 WORDS 
tell the story 


Clinical tests* showed that 
when smokers changed to 


PHILIP MorRIS Cigarettes, 


tee be 


substantially every case of irri- 
= tation of the nose and throat 
“i 
A due to smoking cleared com- 
/ pletely or definitely improved. 
/ *Laryngoscope, Feb. 1935, Vol. XLV, No. 2—149-154, 











‘TO THE DOCTOR WHO SMOKES A PIPE: We suggest an unusually fine new 
blend — Country Doctor PIPE MIXTURE. Made by the same process as used in the 
|} Manufacture of Philip Morris Cigarettes. 
























Compare these 
outstanding 
values... 













for the dental 
profession 


STYLE 235 for instance .. . 


© popular garment made of unusually fine 
preshrunk Poplin. This durable fabric offers 
much-desired resistance to hard wear and 
repeated washings. Note practical design 
featuring side buttons which can be readily 
removed before laundering. 































PRICE $3.50 each 
‘STYLE 236—same design os No. 235 in tan 
or grey Twill. $4.50 each 


Available in sizes 34 to 48. 







STYLE 238... 
a practical, reversible 


pockets are featured 
in this carefully cut 


shrunk Poplin. 


STYLE 239 — identical 
in design to No. 238 
jn tan or grey Twill. 


$4.50 each 


Available in small, 
medium and large 
sizes, . 


ORDER TODAY through 
vr Dental Supply 
becler or write us di 
rect. Request literature on other 

money-saving styles. 


MEDI-KOTE COMPANY, INC. 


ROCKVILLE CENTER, NEW YORK 











gown that eliminates | 
the inconvenience | 
of buttons. Deep side 


garment which is made | 
of high quality pre- | 


PRICE $3.50 each | | 











THE DEWEY 


SCHOOL OF 
ORTHODONTIA 


founded in 1911 by Martin Dewey, D.D.S..M 
(Authorized by The Board of Regents 









_ the University of the State of New Y, 


Sessions held at inter- 
vals throughout the 
year. Date of next ses- 
sion on _ application. 
Classes limited. 


|For further information write The 


School of Orthodontia, 17 Park A 


New York City. 








in “EXCEL-PRINT"* 
Raised Lettering 
1000 for $3.40 
2000 for $6.50 
In PLAIN PRINT 
1000 fer $2.90 


2000 for $5.50 
*T. A Reg. US. Pet OFF 





Professional size, professional 
type, professional looking... 
pure-white vellum cords. We 
know how because we moke 
millions. Send for free catalogue 
listing these cards and ell othe 
doctor's stotionery. 







SEND FOR 4 
FREE CATALOGUE “3 < 


PROFESSIONAL PRINTING rises INC 


4 A 
MP meuCaA Ss mAGESL 


Punters (a the Dro 


15 East 22nd Street * New York 10, New Yor* 
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“Thanks. Doctor .... 
You make a dental appointment easy!°° 


This is not an infrequent experience of dentists who operate with 
McKesson nitrous oxide pain control equipment. The McKesson anal- 
gesia machines, the Easor and the Euthesor, eliminate the nervous 
shock and obtund the pain of routine procedures. The Nargraf for both 
analgesia and anesthesia provide a simple, easy technic for pain con- 
trol for all dental operations. McKesson pain control equipment pays 
’ for itself in saving the operator’s time, improving operating conditions, 
and building patient good will. 


— ae 


#25: ef 


We shall be glad to tell you what McKesson equipment is doing 


for other dentists and can do for you. 





NARGRAF EUTHESOR 











A dramatic new germicidal concentrate for instrument 
disinfection in convenient economical ampule form. 






















The contents of one ampule added to a quart of tap 
water make a potent germicidal solution combining 
high bactericidal and bacteriostatic action against 
most pathogenic bacteria. 


NTOXIC + NONIRRITATING + RUST-PROOF 


MERCURY, PHENOL or FORMALDEHYDE 


isinfection of. metal, glass, rubber and 
ai instruments and appliances. 





Economical .. + No Storage Problem... 


tate on standing... Solution needs 
ly when pronounced contamination 


of 10 cc. at $7.50 per box of 
mn diluted is the equivalent of 8 ae 
eas) of germicidal solution. Pe 


tal Supply Dealer. 








CETYLCIDE 


OCSSISSEL SOREL ETEATE FOR teetaeatat 


a CETYLCIDE] 













UY. S. REG'N. APPL’D. FOR 


(Cety! Dimethy! Ethy! Ammonium Bromide) 








Box of 8 ampules, $7.50 





CURVLITE PRODUCTS, INC. - Port Chester, New York 
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For nearly forty years, Revelation Tooth Powder has enjoyed professional 
preference. Cannot harm delicate tissues, yet fast and efficient for keeping 
teeth clean. Agreeable to use, leaves pleasant aftertaste. Thousands of dentists 
recommend Revelation. We invite you to test it at our expense. Please include 
professional stationery with your request for sample: 


if 


T O O T AUGUST E. DRUCKER CO 


2226 Bush St., San Francisco 15 


a ( ) Send full size can for personal trial 


ae 


Zone State 


IN ALL-METAL CANS. Original flavor retained 
















































(rescent 


1839 South Pulaski Road, Chicago 23, Illinois 


MU-SOL-DENT 


DENTAL ASSISTANT 


When a patient's mouth and teeth are 
in good order, Mu-Sol-Dent helps 
>1-0 you keep them that way. It dissolves 
. mucin placques, combats the formation 
of tartar in those hard to reach cracks 
| and recesses of mouth and teeth. It is 
y : certified by one of the Nation's leading 
research institutions. 

Mu-Sol-Dent helps keep the breath 
refreshed, is pleasant tasting and is 
used in small quantities full strength. 


A PRODUCT OF 
OREX LABORATORIES, INC. 
1116 JACKSON ST., 
TOLEDO 2 
wa pyteot : 12 oz. BOTTLE 
oat AT ALL 


DRUG 
COUNTERS 





G CO. 
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Wy Half of 
a CENTURY 
Che 
PROFESSION’S 
Favorite 


© PERFECT IN FORM 
e UNIFORM IN QUALITY 
e WHITE AND LUSTROUS 


MN, 
“NUFACTURING © 
1839 South Pulaski Road 
ered 23, Illinois 


Cnt higinal Oe. 
— : 


20...38 to 42. 


aud bel No'59286955, Ea. 
Gaiam eliaga.da) (@ amen r PeR OI RDEL  @ek sam 


Perform Its DISTINCTIVE Service for You 


HOOVER UNIFORMS 
Dept. OH-7, New York 11, N. Y. 
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10e per word, initials 
and figures used each 
counting as-one word. 
Please send remit- 
tance with your order. 


POSITION WANTED by first class dental tech- 
nician in dental laboratory or office; eight years’ 
experience in denture work, gold castings, bridges, 

acrylic jackets, etc. Capable of serving three 
dentists. Also would be interested in forming 
partnership. ‘‘338’’ Oral Hygiene, Pittsburgh, Pa. 





WANTED: Dentist registered in Michigan as as- 
sociate or partner with prospect of taking over 
office. Could use an extra chair equipment; lo- 
cation Grand Rapids. Am retiring. ‘339’’ ‘Oral 
Hygiene, Pittsburgh, Pa. 


—— SALE: Two-chair dental office, laboratory; 

ray, gas machine, supply of alloy, burs. Desir- 
able office building, splendid practice. Reason, 
death of dentist. Mrs. Edward Schauf, 2629 Ver- 
mont St., Quincy, Ill. 








FOR SALE: Finest office in Elk County; modern 
equipment — x-ray, chair, business office, etc. 
Opportunity for young man. Retiring. anostiies 
for cash. Dr. F. W. Sadler, St: Marys, Pa. 





FOR SALE: Dental practice with fully equip yee 
two-chair office, laboratory, new Ritter x-ray and 

x-ray equipment. Office air-conditioned. Located 
forty miles north of Green Bay at Gillett, Wis- 
consin; a city of about thirteen hundred, with an 
extremely large drawing community. Four months 
appointments in advance. Will stay and introduce 
buyer for —- length of time. Dr. I. L. 
Cook, Gillett, 


FOR SALE: Practice and modern equipment, in- 
cluding two units, x-ray, complete laboratory; 
prosperous college town; population ten thousand; 
county seat of large county. Ideal location. Re- 
cently remodeled. Reasonable rent. Excellent op- 
portunity. Terms. Address replies to 1826 Hamp- 
den Court, Louisville 5, Kentucky. 


FOR SALE: One of Cleveland’s finest downtown 
practices. Three completely nat oy operating 
rooms. Seven immaculate rooms uite with 
new and modern furniture and Intent iaenent. 
1936 practice above $25,000. Reason for selling is 
a desire to specialize. “'349" Oral Hygiene, Pitts- 
burgh, Pa 











Desire associate, or will consider outright sale. 
Complete with x-ray, porcelain furnace, vulca- 
nizer and all equipment to do own laboratory 
work. Population twenty-five thousand. ‘341°’ 
Oral Selene. Pittsburgh, Pa. 





WANTED: To represent manufacturers’ line on 
Pacific Coast by retired dentist. Large acquaint- 
ance with laboratories, dentists. Have good ap- 
pearance and habits. Property owner. ‘‘342’’ Oral 
Hygiene, Pittsburgh, Pa. 





FOR SALE: Do you wish to gross grin co thou- 
sand dollars in completely seeass man two- 
chair dental office, oy the ek of the 
beautiful Florida Gold ae A on the At- 
lantic Ocean with a By alee and fishing? 
Will introduce to clientele. Fine opportunity for 
right man. Florida license necessary. ‘‘323’’ Oral 
rete’. Pittsburgh, Pa. 


POSITION WANTED by all-around dental tech- 
nician in ethical dental office. ve had over 
thirty years’ experience in dental offices, well- 
trained in all phases of denture construction. 
Married. ‘‘324’’ Oral Hygiene, Pittsburgh, Pa. 








RETURNED Legge = desires location in Mis- 
souri or Kansas. te Box ‘‘325’’ Oral Hygiene, 
Pittsburgh, Pa. 





ORTHODONTIA: Skilled seasoned general prac- 
ee with = special knowledge of orthodon- 
desires association with a top man in 
that field. Twenty years experience in general 
45. Remuneration absolutely no 

mn. Licensed in Ohio and Florida. ‘‘326’’ 
See Pittsburgh, Pa. 


WANT ADS 


Restricted to help and’ 
positions wont and 
practices wanted, and 
— for sale. The 

um charge is $3. 


FOR SALE: Completely furnished dental prac. 
tice; operating room (all new Ritter equipment), 
laboratory, dark room, office, reception room; lo- 
cated in summer resort town on Long Island, ‘New 
York. ‘‘327’’ Oral Hygiene, Pittsburgh, Pa. 


DENTAL TECHNICIAN retiring from Government 
service, desires association with Private practi- 
tioner, preferably in the South. ‘‘328’’ Oral Hy- 
giene, Pittsburgh, Pa. 











FOR SALE: Three-chair office; x-ray, air, labo- 
ratory, and supplies, steel spring reception room 
furniture, located in North Louisiana county seat. 
Complete office, two thousand dollars. ‘‘329’’ Ora 
Hygiene, Pittsburgh, Pa. 


WANTED: Setup man and cast man. 
apartment pn gr A beg the right man 
laboratory. ‘‘330’’ 





Furnished 
. Midwest 
al Ipetene. Pittsburgh, Pa. 





WANTED: Dentist to share offices with eventual 
association and purchase. Active general practice 
of thirty years standing in Plainfield, New Jer- 
sey. State experience and qualifications. “331” 
Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Dental practice in Bayonne, New 
Jersey; established thirty-two years corner build- 

g, 442 years’ lease, rent reasonable. Equipment 
includes Ritter unit and Ritter x-ray. ‘‘332’’ Oral 
Hygiene, Pittsburgh, Pa. 





FOR SALE: Dental office established thirty years; 
two chairs, x-ray, compressed air, gas machine. 
Reason; death. Population, seven thousand. é 
Cc. W. Cleveland, Brookfield, Mo. 





FOR SALE: Due to death, Florida practice in 
large city, established twenty years. Good indus- 
trial and agricultural center. ree chairs, gas 
machine, air r compressor and large fully equipped 
laboratory. ‘‘333’’ Oral Hygiene, Pittsburgh, Pa. 





WANTED: Young dentist with West Virginia li- 
cense to operate dental office on 50-50 basis. Must 
be sober. Excellent location and opportunity for 
good worker. References required. All new equip- 
ment including x-ray. ‘‘334’’ Oral Hygiene, Pitts- 
burgh, Pa. 





ATTENTION VETERANS: Combination home and 

office in Maryland; two-story brick, porch, front 

corner property for sale. Equipment includes A ak. 6. 
hite unit, Ritter chair, Harvard cabinet. 

tice established thirty years. Leaving state. a" 

Oral Hygiene, Pittsburgh, Pa. 





DENTIST WANTED: Ohio license to 
two-chair office doing good cash business. 
class clientele; good fees. Industrial city of sixty 
thousand. Will give 42 interest in business 
capable and reliable party. ‘‘336’’ Oral Hygiene, 
Pittsburgh, Pa. 





FOR SALE: Profitable dental practice and well 
equipped office in central Wisconsin city, sur- 
rounded by large farming community. Established 
seventeen years. Owner retiring. ‘‘337’’ Oral Hy- 
giene, Pittsburgh, Pa. 





YOUNG DENTIST from the North, permanent 


tal products company in 
use my own car. ‘‘Advertiser’’ 237 Nort rth Grand- 
view Avenue, Daytona Beach, Florida. 





Practice located in Pennsylvania; 


FOR 5S : 
complete equipment including American 


split one aan light, sterilizer, motor chait, 
dental leather and 


ruments, three-piece 


chrome Ben eden room furniture —e * other fur- 
nishings Caulk 


for office. Please apply to D. 
Company, South Market Square, ariel 
where equipment may be seen. 


, Pa., 


tlt 
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. \GETZ-400 New 
3 \ / 
BR PERMANENT LINER IMPROVED 


FORMULA 


AND 

; % a a = y wR THIS 

: ies gry a vt INTHE New 
E a se ee MODERN 


PACKAGE 





FREE FROM BURN OR SMARTING 


; AND 

ONLY A FEW MINUTES CHAIR TIME 

- | | No processing. Ready to use as_ 5 If desired, a final finish-polish 
it comes from the tube. may be applied in 48 to 72 
: hours. 


2 Case may be re-lined and patient : 
dismissed immediately. 6 Permanence that equals the life 
of the denture. 


7 Transparent for perfect blend- 
ing with the denture. 

8 No compression of tissues un- 
less desired. 


Box of 6 Smaller Tubes, $6.00 ... Original Large Tube, $8.00 
(18 to 22 Liners) (Approx. 30 Liners) 


p 3 Fuses to and becomes an inte- 
gral part of the denture. 


- es eS | 


4 Finish is smooth and unchang- 
i ing as original base. 


FREE SAMPLE: Send for sample tube, enough for several cases 








MUCOSTAT 






@ MucoStat is a revolutionary powder and 
liquid resinous impression material which is 
suitable for any recognized impression tech- 
nique. It is not an alginate, or a hydrocol- 
loid, or a zinc oxide-eugenol combination. 


@ MucoStat is recommended for full and 
partial denture impressions and also as a 
“wash”. 

@ MucoStat may be used with either indi- 
vidual or non-perforated stock trays. 


Only MucoStat 


OFFERS YOU ALL 
THESE ADVANTAGES! 
Consistency control! 


aE Records a retains detailed : by operator 
e Deficiencies may be corrected on 
@© Models may be poured any time 
from % te 2 hours 
4) Impressions as: not require 
ae | Finished up; 
6 Require no glaze, 8 ae | dentnse tore 


impression 

















Full maxilla 
impression. 








Full mandibular 
impression 








Finished lower Acrylic 
denture from MUCOSTAT 


impression (actual case 
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GLUCAINE 


Many thousands of dentists look to Glucaine for the 
deep, calm anesthesia needed when a difficult dental 
operation is indicated. Most of them have learned this 
dependence through years of satisfactory usage of 
Glucaine, although many new users join the Glucaine 
ranks every year. 


if you have not used Glucaine, get a package from 
your dealer and try it at your earliest convenience and 
on a particularly difficult case. You-will be well pleased 
with the results of your test of this modern anesthetic 
that gives you the potency of procaine and the easy 
assimilation of the mild gluconic acid vehicle. 


Glucaine is available in four solutions to meet in- 
dividual requirements. 
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ertified meee Products Since 1866 


PITTSBURGH 8 PENNA. 

















Recommend this 

simple, daily rou- 

tine. Dr. Lyon’s Tooth Powder keeps 
teeth cleaned and polished to their 
full natural brightness. 





Coade” 


CHEMICAL CO., INC. 
DIVISION OF MIZZY _INC., NEW YORK 





and quality means cue: 


> & standard of excellence’. ....a natural superiority . . . @ disti e 


accomplishment... a better product... an Oradent anesthetic. 


Utilizing the finest methods and materials results in. a mote 


uniform, more compatible, smoother and safer 


anesthetic! 


i: Besta hee 
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Co-Oral-Ite Dental Mfg. 


Cosmos Dental Products, Inc. 
Crescent Dental - 
Curvlite Products, Inc. 


Co., as J. 
Dental Perfection "Co. 
Dentists’ ao Co., 


Diamond R. Agencies 
Drucker Co., Aug 


Durallium Products Corp 
Emerson Books, Inc. 










Although we aim for accuracy in this index, last- NS TD. Walk: k odes hoe ciieoswedeesi ce ‘ 
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Service. 












HANDPIECES REBUILT 


We will completely rebuild your handpiece and angles like NEW. All old parts 
removed and empty housing completely rebuilt. A test will convince you. Prompt 


CONTRA ANGLES $3.50 
250 Ocean P’Way 


SPECIAL 
LOW PRICES 


STRAIGHT HANDPIECES $7.50 
S. LACHER | Brooklyn 18, N.Y. 
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CONCENTRATED 
ECONOMICAL TO USE 
ASTRINGENT- CLEANSING 











Recognized for its effectiveness—cleansing, refreshing, astringent 
Preferred for its taste—tangy, aromatic, tingling 
Appreciated for its economy—concentrated ...one ounce makes two pints 


RECOMMEND ASTRING-0-SOL 


it’s a refreshing habit—just a dash in a glass 
As a mouth wash and gargle—for “morning mouth,” offensive breath due to 
dentures, braces, smoking, etc. 


As a dentifrice —a few drops on a tooth brush is a zestful and outing 
antiseptic cleanser. 


For massaging gums—Astring-O-Sol is an excellent astringent, 
stimulating agent. 
Send for a complimentary 8 oz. bottle for office use. 
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FASTER, MORE ACCURATE TECHNIC 





Practically all detail operations are done 
in advance with Williams Tru-Fit clasps. 
Due to proper contouring, these clasps 
require very little plier work and of 
course, no soldering. Drop-forged of 
springy. fine quality gold- platinum alloy, 
shew clasps provide precision fit...an 
enduring fit...in just a few seconds. Sup- 
plied in two styles: for posteriors (shown 
above) and for anteriors, without the rest. 
Three sizes of each, rights and lefts, to fit 
any tooth. Stocked by your dealer. Ask 
or write for handy celluloid clasp measur- 


ing guide. 
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PLATINUM 
@e)ee) 


UNIFORM 
CASTINGS 


\ 


HIGH 
PROPORTIONAL 
LIMIT 


NO STRAIN ON 
ABUTMENTS 


Aurinite #2 is a different kind of an alloy 
—s0 different, in fact, that it is patentable. 
‘Formulated in our Research Department 
and produced under exacting metallurgi- 
tal standards and controls, Aurinite #2 is 
Paprecious metal alloy with a lustrous plat- 
Mum color and a combination of proper- 
ties that is unique and desirable. 

_ Its LOW specific gravity (25% less than 
'the yellow golds) assures light weight cast- 
mgs even for the largest cases. This not 


! ly means less weight and less displace- 





ECONOMY 





LOW 
SPECIFIC 
GRAVITY 


/ 


GREAT RESIS 
TANCE TO 
CORROSION 


CLEAN 
BRIGHT 
FINISH 


ment of oral area but more comfort—not 
only thinner castings but the employment 
of less metal and consequently less cost. 
Undercuts on abutment teeth may be 
utilized to greater advantage with Aurinite. 
Clasps may be adjusted without fear of 
breakage. Other outstanding properties in- 
clude a high proportional limit that pro- 
vides long service without. undue stress on 
abutments, great resistance to oxidation 
that protects the bright, clean castings. 
Only $1.33 per dwt at dealers everywhere. 


Ship us your sweepings, grindings, filings and scrap thru your dealer. 





SPYCO SMELTING & REFINING CO. 


51-57 SOUTH THIRD STREET, MINNEAPOLIS 1, MINN. 
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IPAN 
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Today, our soft fine diet and lax habits of 
mastication do little to promote healthy gingival circulation. 





Flaccid gum margins and tissue fissures, frequently 
encouraging gingival infection, may be the result. 


IPANA plus massage has proved effective over 


many years in stimulating gingival circulation. You may 4 


confidently recommend this sound technique of oral hygiene. | ° 


A Product of TOOTH PAST 
BRISTOL-MYERS COMPANY 
19 West 50th St., New York 20, N. Y. 


